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STEEL ROOFS, 
BELFAST ROOFS. 


FELTS. 


CroGeon & Co., Lrp., Oa IER 


CISTERNS, TANKS, Ero. 


‘Trrernone: 3446 Bank. 
TELBGRAMs: “Caouaoy,” LivexPoou. 


EE ale 


Constructional Engineers 


and Tank Makers, GALVANIZED 
HOLLOW-WaARE- 


WIRE NETTING, 
WIRE FENCING, 


9, Redcross Street, LIVERPOOL. WIRE ano 


AND AT LONDON AnD GLASGOW SHEET IRONWORK 
NAILS 


Metal Merchants and Manufacturers, 


oS wD etic: 


Presented by Mr. QB... Gay, 


18 deondale Ro 


Soflor Vark Kiirerporl, 


ZINC. Penronsteo on PLAin 


er 
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CROGGON & CO., ; 


LIMITED. 


MANUFACTURERS. 


Builders of Galvanized and Corrugated Iron 


Churches, Houses, Schools, &c. 


Iron Roofs, Sheds, and Warehouses. 


ELECTRICAL APPLIANCES OF ALL KINDS, 


Lightning Conductors, Speaking Tubes and Telephones. 4 


Contractors for Electric Lighting. (See separate List.) / 
1 
4 


LIVERPOOL, 


LONDON AND GLASGOW. 


Se | 


ALL PRICES SUBJECT TO ALTERATION WITHOUT NOTICE. 


Redacee yee AND AT 


ENTERED AT STATIONERS’ HALL 


Ps hy 
a RR 


JOHN MENZIES, Printer, Swan Chambers, London, E.C. 
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Air Bricks 
Arches, Garden 
Archimedian Ventilators and Cowls 
Ash Buckets 5 


Asphalte a 
»  Cauldrons 
y» Stirrers and Ladles 


B 


Ball Valves... 5 
Barb Fencing Wire, "Ke, 
Barge Pumps 
Barrel Strainers 
Barrows 
Basins 
Baskets, Garden 
Bath Boilers 
Baths 
Bicycle Houses 
Bins—Coal, Corn, and Dust 
4 — Sifter Ris, 
Blocks, Pulley 
Boilers S 
Boiler Fillers 
Bolts and Nuts 
Border, Spiral 
Bottle Racks 
Bowls see 
Box Gutter ... 
Brads “ r 
Bricklayer’s Hods ... 
Buckets... 
Builder’s Ladde 
” Screens 


Cap Glasses 
Casks, Tron 


C—continued. 


Cast Pipes and Fittings 
Cat Guards 
Cattle Troughs 
», Hurdles 
Cement... 
| Chairs, Garden 
Chamber Pails 
Chimney wis and Venti 
Sweeping Machines 
Cisterns, Galvanized 
Closet Shields 
| Clothes Lines 
| Clout Nails... 
Coach Screws 
»» _ Wrenches 
Coal Barrows 
» Boxes or Bins 
» Hods and See 
+ Saver 
Shoots 


Combination Rencitig 
Copper Baths 
» Boilers 
» Cords 
» Cylinders 
4 Pans 
Corn Bins, Galvanized 
» Shovels 
Corrugated Cisterns and Groves 
Fencing 
Sheets ... 
Cowls and Ventilators 
Croquet Border 
» Netting 
Cut Steel Nails 
143 Cycle Houses 
46 Cylinders 


INDEX. 


tors .. 


on Blt, 


Dahlia Stakes 
Damp Cour: 
Dipping Tanks 
Drain Machines 
Driving Eyes 
Drums 

Door h 
Dust Bin 


Earth Closets 

» Closet Pans 
Export Tanks... 
Eyes, Wire and Driving 


Felt, Hair ... 
» Inodorous 
» Litomastic 
., Roofing 
» Sarking 
s Sheathing 
» Slabs... 
» Tarred Hair 
«Varnish 
» Woollen 
Nails. 
Fencing 
». Wire 
Filter Pottoms 
Fire Guards 
i OVS na 
Flushing Ci terns 
Fodder ‘Barrows 
Frets, Zinc ... 
Furnace Pans 


Galvanized Barrows 
Baths .., 
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G 


26, 62 


Re 


INDEX— continued. 


G—continued, 


Galvanized Buckets 


» Cast Pipes and 
»_ Cisterns, Tanks, &c. 
+ Corn Bins 

» Cylinders 


F a Dust Bins 
Furnace Pans... 
Gas Engine Tanks 
Gas Globes 

¥ Grain Measures 

Mt Guards 

a Gutter Bolts and Nuts. 
Brackets 

ss » Spikes and Screws 
” Gutters and Pipes 

” Hook Bolts, Screws, &c. 
Hose Reeis 
Mangers 

» Manure Guards 
” Mats 

” Nursery Guards 
Petrol Bins 


Staples 
Troughs 
Wall Ties 
ns Water Carts 
‘i Wire Netting 
& Wire Ropes 
Wirework 
Garden Arches 
,, Barrows 
+ Baskets 
Engines 
., Furniture 


= Hose 

» Hurdles 
» Ladders 
.» Rollers 
» Seats 

» ‘Tables 
y Tubs 


Gas Boilers 
Pliers and Ton, 


Sheets, Flat and Corrugated 12 16, 7 


G—continued. 


Geysers 
Guards 
Gutters 


Hair Felt... 
Canvas Back 
Hand Gates 
Glasses 
, Scoops 
Hay Racks 
Hip Baths 
Hods, Bricklayers 
Hoists, Sack 
Hook Bolts and Nuts 


Holdfasts ... 
Hose, India Rubber 
» _ Reels 
Hospital Baths 

Hot Water Tanks : : 

Hurdles) Sopaey 4, Sees 


India Rubber Goods 
Inlet Tubes 

Inodorous Felt 
Inspection Covers «.. 


J 
Jets... 

K 
Kiln Wire ... 
Kitchen Guards 

L 


Ladders 
Lathing Metal 
Lawn Mowers 


81 
ie b2L 


M 


Mangers... 
Manhole Covers and Frames 
Manure Guards 
Pumps 
Mats ‘ 
Measures, Grain 
Metal Lathing 
Mica Valve Ventilators 
Moule’s Harth Closets 
Mowers, Lawn 
Mud Bowls 


80 
ox 


25 


78, 79, 


Nails os an ae 18, 19, 20, 203 


Netting 104, 106, 107 
” Stakes 115 
Staples 107 
gs, Stair 122 
Nursery Guards : 118 
10) 
Oil Cisterns . 
., Drums oe oh Ae 
P 
Pails . 
Paint Cans 
Paints, &c. 


Pans, Sanitary 
Pea Protectors and Trainers 
Perforated Tin Plates 
ee Zine 
Petrol Bins 
Pig Troughs 
Pipes ‘ 
Pipe Hooks and Nails 
» Cutters and Wrenches 


Pliers an 
Portable Baths... 
; Boilers and Coppers 


Poultry Fencing 


4 pane Lawn Sprinklers Pulley Blocks 167, 168 
BO) Gites Line, Sash and Blind Pumps. es 190194 
yates 
. All Prices are subject to Alteration without Notice. 
ee  LUEEEEEIEEEEEEEESSESEENEEEemememmeeneeent 
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Raidisseurs 
Railings, Unclimbable 
Rat Traps 

Riddles 

Ridge’s Ventilators 
Ridging : 
Rivets and W: aches 
Roll Caps 

Rollers, Garden 
Roofing Felts 

Roof Lights 

Rose Stakes 


Sack Hoists 

Sanitary Pans 

Sarking Felt 

Sash Bar, Zinc 

Sash and Blind Lines 

Screens, Builders 

Screw Eyes j 

Screws, Galvanized 

Seats, Garden 

Serrated Sheets 

Sheathing Felt 

Sheep Hurdles 

Sheep Netting 

Troughs 

Sheets—Black, Galvanized, “Tinned 
Corrugated En ean 
Coal oe 

js and 1 Scoops 


Sifter Covers sand Bins 
Silicate Cotton 
Sinks 

Sitz Baths 
Skeps 3 
Slag Wool ... 
Slate Fasteners. 
Slate Nails 
Snow Guards. 
Spanners ... 
Spark Guard 
Spikes, Gutter 
Spiral Border 


34, 35, 36 


143, 144 
115 


166 


201 
159, 160 


INDEX - continued. 


S—continued. 


Stabbed Iron 

Stair Nosing 

Stakes, Netting, &c. 
Standards, Fencing 
Staples o 
Stevens’ Ventilators and Cowls 
Stocks and Dies 

Stove Pipes and 
Strainers, Wire 

Etraining Bolts and Nuts 
Straining Pillars 

Strand, Wire 

Strawberry Guards 
Supply Cisterns 

Sweep's Machines 
Syphon Cisterns 


Tables 
‘Tall Boys 
nks 
‘Taper-ne 
Taps, Gas ... 
Tar Buckets 
Tenter Hooks 
Tile Pegs... 
Tin Plates and Sheet 
Tinned Staples 
» Wire 
Tip Buckets 
Tongs, Gas 


‘Tube Brushes 
C 


Tubes, Ventilating 

» _Gas, Water and Steam 
Tubs, Washing ee 
Turnip Skeps 


Valves, Ball 
Varnish 


V—continued. 


Varnish Brushes 
Ventilators 
Vices 

Vine Eyes ... 


Wall Ties ... 
Washers, Galvanized 
Washing Coppers 

» Tubs 
Washups 
Water Barrows 

y Boxes 

» Carts 

» Heaters 

» PotsandCans . 
Water Waste Preventers . 
Weather Vanes 
Well Buckets . 
Window Sash Lines, &e, 
Wine Bins 
Wire 


Netting 
Rat Traps 
Rope ... 
Roses 
Work 
Woven 
Wi food Fencing 
Wrenches 
Wrought Iron Tubes and Fittings 


Z 

Zinc Baths... 

Frets and Friezes 

Gutters and Pipes 

Method of Laying 

Nails 

Perforated 

Ridging 

Roll Caps 

Sash Bars, &c. 

Weather Vanes 

Weights of 


110-112 
1 OD 
187, 189 
182, 183 


72, 73 
160—163 


“159, 160 
164, 165 
15 


All Prices are subject to Alteration without Notice. 
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CHURCHES AND MISSION ROOMS. 


Au? Has 
i as 
< 3h ‘ Uh In \ 


pif 


To hold 208 Persons. 


Size 45’ 0” x 21’ 0" in clear x 9! 0’ to eaves, To hold 252 Persons. 


To hold 300 Persons. Size 43’ 0’ x 27’ O" in clear x 10’ 0” to eaves. 


Size 50’ 0” x 27’ 0’ in clear x 10’ 0’ to eaves. 
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VESTRY 
13.6 «10.0 


To hold 298 Persons. 
Size 48’ 0’ « 30’ 0" in clear x 10’ 0’ to eaves. 


To hold 374. Persons. 


Size 60’ O° x 30’ 0” in clear x 11’ 0” to eaves, 
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SELF-SUPPORTING ROOFS. 


This is the cheapest form of Roof Construction. The only framework used being the sets of Rods as shown spaced about 


10 feet apart. The Galvanized Corrugated Sheets are curved and form, when rivetted together, a self-supporting arch, thus 
dispensing with Principals and Purlins, These Roofs are suitable for Hay and Straw Barns, Cattle Sheds, Goods Sheds, and 
Warehouses of all descriptions, but should not be used for Spans of more than 30 feet. We give details showing method of 
connecting the Rods to the Corrugated Sheets and Wall Plates. 


Detexil shoring hort 
angle Ca: 4 y 
eh carr heats. y 


Lo 


hall 


“lth Iron Qnchors ¥ faves Pave \ 


 SleL Colzzens mth 
angle eares Plate 


Detoel ofrconnectton bo. 
SQUIB Ree IB 
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‘Sections of Wrought Iron_and Steel Principals for Pitched Roofs. 


The Designs we submit below are what we supply when the construction is left to us as we carry the sections of bars shown in 
stock, but we can always quote to Architects’ and Engineers’ Specifications and Drawings. 


The Principals are all designed to carry, with a good margin of safety, Galvanized Corrugated Sheets on Angle Purlins. If required 
for a Boarded and Slated Roof they will also answer with a slight increase in the Pitch and Scantlings, which we shall always be 
pleased to indicate on receipt of an enquiry. We would draw particular attention to the fact that all the Iron and Steel used in 
these Roofs are of British Manufacture. The Plates, Angles, and Tees being Mild Steel and the Flat Bars Staffordshire Iron. 


This, coupled with the first-class workmanship of which we make a special point, sufficiently guarantees the stability of the structures. 
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Sections of Wrought Iron and Steel Principals for Curved Roofs. 


In the Designs below we show a different form of construction from those on the previous page. In lieu of the round 
tension bars and forged connections, we show flat tension bars and plate connections. This style can be used for either 
pitched or curved principals. Span for span they are somewhat heavier than those with round tension bars, but owing to the- 


absence of forgings they can be more speedily manufactured. 


ae « 
pote ; & oe ® 
“ert \ Ys 


- _ ate 
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Galvanized Corrugated Sheets and Ridging. 


We keep Galvanized Corrugated Sheets in Stock, 4, 5, 6, 7, 8, 9, and 10 ft. long, in the following gauges, 26, 24, 22, 20, and 18, 


all 8/3 in. corrugations. Each sheet works 2 ft. in width, allowing for a lap of one corrugation at sides, 16 gange sheets can be 


supplied promptly from works, also sheets with 10/3 in. or 5 in. corrugations, curved sheets, and special length sheets of any of the 


above gauges. x 
FIXING.—We are prepared to give low estimates for fixing Galvanized Corrugated Sheets in any quantities, and anywhere in the 
United Kingdom, We keep a good staff of skilled Roofers and solicit enquiries for this class of work. 


Galvanized Iron and Zinc Ridging. 


Italian or Colonial Pattern 


Galvanized’ Corrugated Ridging. 
Corrugated Sheet. 


Corrugated Curved Sheets as supports for Concrete Floor, 
Galvanized, Painted, Tarred, or Black. 


Galvanized Corrugated Sheet Galvanized Corrugated Sheet 
_ Curved for Verandahs. Curved one end. 
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PatentLimbossed. (FULL SIZE) 


hole & screw, 


\\ \ Wea Pelt 3 
\\\ | 
\} | 


Mi 


THE ILLUSTRATION shows the method of Zinc Roofing called “© ITALIAN.’’ 


The metal is fixed without boards, the sheets resting only on wood rolls, but stiffened by partial corrugation. There is 
probably no other method known by which so much strength and durability can be secured at so little cost, Particulars and 


working sketches on receipt of plan or space to be roofed in. Though this plan is chiefly used for Railway Stations, it is 


adapted for yarious buildings where a considerable area is to be covered, and where lightness is required. 
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SHEET ZINC SECTIONS. 


METHOD OF LAYING SHEET ZINC 
CROSS SECTION. LONGITUDINAL SECTION. 


WAAAY 
This Clip rsh \AN 
shewn in secretin H\ \TVoocl Feodl \ 


The sheets are 
The prices per foot for the different gauges rise and 
fall with the market price of zinc, and also vary according to the size and shape of the roof to be covered. 


We therefore prefer to give estimate either per superficial foot or for the whole job, after seeing the roof or plan of same. It is 
advisable to consult us as to the laying out of the boarding before the roof joists are fixed, as the drips can then be properly arranged, 
and much expense and trouble may be saved. 


Our foreman of this department will always attend personally, if desired, to advise and arrange with foreman of works, or, 
where the distance is too great, will give working drawing on receipt of plan of proof. When the wood work is properly arranged, 
and the metal of proper thickness is skilfully laid, a zinc roof may be depended upon for durability, while its lightness and cheapness 
render it preferable in many cases to any other. A thickness of felt between the zinc and the boarding costs very little extra, and forms 
a useful protection against cold and heat, as well as a soft bed for the metal. 
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SHEET ZINC WEIGHTS AND DIMENSIONS. 


; Approximate Weights of Sheet Zinc per Square Foot, and per Sheet Usual Dimensions, 
7 ft. x 2 fr. 8 in, Es 7 f.x3 fi REE | 
oe ante Been Approximate Approximate. Approximate, eres 
Zine 1,000ths Weight of Sheets Number of Weight of Sheets. Number of Weight of Sheets. Number of Zine 
=a 3 Birmingham 
eauce) of <= Sheets in| a || Sheets in ee : Sheets in Gauges | coun 
an inch. 10 cwle a | 10 cwt. a 2 | To cwt. HR 
| g 
3 007 0 3 1 9 8 5 Dal peel 213 4 8 187 3 35 
4 008 0 5 9 13 6 1 175 iv 3 8 153 L 33 bd 
5 10 0 11 6 10 3 Mi 7 7 147 8 8 8 129 5 31 
6 OL 0 6 ra 7 12 | 18 8 12 7 10 0 8 110 6 30 
7 | 018 0 7 12 9 |) a 1 11 10 0 95 7 29 
3 015 0 8 14 10 5 11 11 10 6 13 5 0 83 8 28 
9 018 0 10 12 0 8 92 13 8 g 81 15 7 8 71 fi 27 
10 020 0 u 7 13 5 8 83 15 0 3 73 7 2 8 64 10 25 
11 023 0 a ) 15 8 8 7 17 ‘ii 9 63 19 15 8 59 i 24 } 
12 026 0 15 17 10 5 (3 19 13 10 65 22 11 0 19 12 23 
13 1 0 19 12 3 56 22 3 |) oa x0) 25 6 8 13 13 22 
14 | 1 2 12st 14 0 | 51) 24 9 15 as 2 0 39 re 21 
15 1 ; 2 25 6 0 44 28 8 39 32 10 0 15 20) ; 
16 1 B-| Wo) 23.) 14 0 38 32 7 34 37 0 16 19 
7 1 il i 32 4) 18 4 36 5 4 8 17 18 
18 1 14 aT 35) | 12) | 44 31 40 4 7 46 0 8 18 = | 
19 058 2 1 ci 39 1 13 28 3 7 25 50 | 8 8} 22 19 17 
20 063 2 1 10 | 4 il 11 26 1 23 i 15 0 20 20) 16 
21 070 2 8 12 LT es 11 23 i 12 21 61 2 0 18 1) / 
22 | 077 | ara | ea las 5 11 21 4 6 19 67 5 0 16 1 
23 084 5 1 1 7 3) 48 19 64 6 5 17 73 9 8 | 15 = | 
| 24 | 091 3 5 3 0 | 18 18 69 | 12 | 18 16 70 12 su 4 13 | 
| 25 09s | 8 9 5 hats 14 7 7% | 8 9 15 85 | 15 8 13 = | 
26 105 Bi ets Gog 10 | 18 16 80 | 10 3 4 92 2 8 12 26 12 
Sheets Nos. 1 and 2 are only rolled to Order and Special Dimensions. 
NOTE.—As it is impossible to roll Sheets exactly to any given weight or thickness, a slight deviation must be allowed. 
We hold heavy Stocks of Plain (both Vielle Montagne and English) and Perforated Zincs, Roll Caps, Sash Bars, Bell Tubes, &c. Orders executed on receipt. 


: . al 
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Bingl 
to 20. 


Severn ie S 4 
B. Wilden 5s 3 
BES ea E 
BBB = 


Free on Rail at Wolverhampton. 


: BLACK SHEETS. 
KEPT IN STOCK IN LONDON, 


GALVANIZED 
} List of Fine Quality Sheets, Tin Plates, Galvanized Corrugated Iron, &c. 
a a MeO CONUS ALC CTL ON LC Cae 


FINE BLACK SHEETS.—Cold Rolled and Close Annealed. 
Ti 


ers, and extras for larger sizes. 
‘._ Delivered. from Works in. lots of not less than 500 Ibs. 


Singles. Doubles. Trebles 
Soft Steel oe : - per wt, net. 
Fiee on Rail in London, 
GALVANIZED BB. FLAT SHEETS, 
| KEPT IN STOCK IN LONDON. 
| Singles, Doubles. Trebles, 
BBM oe) ee ae 5 : per ewt, net. 
ree on Rail or Boat in London. 
BRIGHT TIN SHEETS. 
Singles. Doubles. Treble. 
BetiCoks |= = - : per ewt. net, 
Best Charcoal- = = = : : 5 
Free on Rail at Wolverhampton. 
PATENT COATED SHEETS. 
Singles. Doubles. Trebles. 
Lead Coated - = - - : per ewt, net. 
Terne y,  - Shes : S S 
BTerne Coated ~~ ” 
Free on Rail at Wolverhampton, 
TIN PLATES. 
No. of Wilden Stour 
Sheets Weight Charcoal Best Coke 
per box. per box. Size. Perfect. unassorted. 
112 112 Ibs. IC 20x 
112 4 
112 ” 
112 ” 
112 & 
200 x aL i 
200 4 | 
200 » | 
200 | 
200 | 
100 
100 
100 ” 
100 ” | 
100 


Free on Rail 
London. 


IRON, &c. 


GALVANIZED CORRUGATED SHEETS. 
BEST QUALITY ONLY. 


26 Gauge. 24 Gauge. 
Length of Sheet. 6h | Tt | Sf. | ot | or. | 7H. | Bn. | of. 
Ibs. per Sheet. 12 14 16 18 16 | 18g | Qf | 244 


Approximate Weights and Prices. Sheets to cover 2 ft. wide, allowing for Laps. 


Rate, 11/- per Cwt. 1 
x 13)- » 1 
n» 1-4, 1 
vw 14]. ” 1 
By ae 5 Jat 
nee os 3 
ow 1). ” 2 
iy Tyee 3 
22 Gauge. 
Length of Sheet Th. | 8 ft 
Ibs. per Sheet. 235 a7 
als dls 
per Cwt 24 |2 73/3 
2 6h} 2 103 | 3 
» 29/3 14/3 
2119/3 4¢| 3 
ey 82/3 | 4 
3 3 49 | 3 10k) 4 
oe 3B Th | 4 1g) 4 
810 |4 4 |4 
18 Gauge. 16 Gauge. 
| 5 ir — 
Length of Sheet. }6f | 7 | sn [on for | 7h | an] on 
Ibs. per Sheet. 31} | 36 42 474 Bo | 454 52 | 58h 
sd|s d,s djs dfs 
Rate, 11/- per Cwt. 41/4 8/310 |4 54/5 
Gs > 46/51 ]4 4/4 10h 5 
as eclBI ans 4105)/5 6 | 4 615 3t/6 
pee aes 5 3/511 |4103/5 8 |6 
oy byl aa 5 7%|6 4/5 3 16 1 16 
» 4, }6 0/69/57 /6 6/7 
yn }6 43/7 2/510 | 6103/7 
IE er 69 |78|6 #\/7 4/8 
4 ft. Sheets all Gauges - - 2 - _6/- per ton extra. 
TS a io : : : - EORO0/2 "0h 
Of, WBWGauge = - : SOE) Bera ios 
+ Ordinary Curving SB ey can 
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GALVANIZED CORRUGATED 


SHEETS, &c. 17 


Galvanized Corrugated Sheet. 


20 22 24 Gauge 
15in. Girth... 4/- 3/6 3/- 
Shinn neers 46 4/- 36 H 


Galvanized Iron and Zinc Ridging. 


per 6 ft. length 


Kept in Stock in 4, 5, 6, 7, 8. 9, & 10 feet Lengths; each sheet will work 2 feet, 
allowing for laps. 


Approximate Weight per Square of 100 ft. super. 
including laps. 


Approximate Number of 6 ft. Sheets 
to the Ton. 


. ; cwt. qrs. Ibs. 
6 ft. Sheets x 8/3 x 16 G. about 58 to 1 ton 16 Gy 3 0 7 
eas 2 TA ER Gil. “i, 18 G. 2 1 24 
: » 2 938 5 20 il 3 12 
Hes ” ama Ue e4 23 1 2 2 
» . » 140 5 24 iL 1 3 
noon % » 186 45 26 G 0 3 19 
TABLE SHOWING APPROXIMATE WEIGHT OF ! AND GAUGE. 
GAUGE. 26 W. G. 22 W.G. 
7a | is | 
Length of Sheet orn oe [Of | Ti, [Bt |OR [of (7H. | Bit. | ot |e | 7H Jen. | on. 
| | 
Lbs. per Sheet... .. .. «=. | 12 | 14 | 16 | 18 | 16 | 18g] 913] 245 | 20}| 939 | 97 | B05 
\ | | 
GAUGE. 20 W. G. 18 W.G. 16 W.G. 
Length of Sheet woe ue [OH | TH | BH jo [en | 7H jst. | on. | Gt, | 7H. [en | of, 
Lbs. pet Sheet... wes | 94 | 98 | 82 | 86 | Sty] Bez] 42 | ave | 89 | 455] 52 | 58h 


PRICES ON APPLICATION. 


GAUGE 16, 18 & 20 Gauge, 22 & 2 Gange. 
4, 5, 6 7 & 8 ft. Sheets Per ton. Per ton. Per ton. 
EXTRAS. 
Curving Per ton, 9 ft, Sheets Per ton. 10 fi. Sheets Per ton. 


Galvanized Iron in 6 ft. leng 


Do. do. 18 in. ,. 
Zinc. . . in 8 ft. lengths, 15in. ,, 
Do. do. 18 in. 


Omamental Ridging with Fret on Top. 
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hs, 15 in. girth 3/- 


2/9 2/3 2/- per Length 


Galvanized Coach or Square Head Screws. 


PER GROSS. 
24 26 Wire Gauge 


x 4 6- 


3/6 3/. — A : : 
5/6 4). z | 2h x B 8/- 
(CN es any 
Prices on application. i 


CUT STEEL NAILS 


Clasp Nails. Floor Brads. 


Rose Nails. 


Patent Flat Point 
Joiner's Brads. Steel Rose Nails. 
——EE 
per Cwt. 


€UT STEEL CLASP, CLOUT or ROSE, 3 in. to 6 in. Basis Price 


EXTRAS OVER 3 in 


be 
1} in. 


3/- 


2 in. 


A= 


1} in. 


1/6 


13 in. 


2/- 


28 j 
2} in. 


6d. per Cwt. 


CUT STEEL FLOORING BRADS 


1hin. 1/3, 12in. 


Q4d., 2in, Bd. per ewt, over 3 in. Clasp; 2} in. same as 3 in. Clasp; 2} in. to 4 in., Bd. per cwt. less than 3 in. Clasp. 


arn 
22 in, 


CUT STEEL JOINE! BRADS 1/6 


CUT STEEL LATH NAILS 


CUT STEEL PLATE or RAIL NAILS, with Flat, Rose, or Cup Heads, 


PATENT STEEL ROSE NAILS, Flat Points 


4hin. 


3d. 


1/6 


4 in, 


2) in. 


2/6 


4 in. 


3d. 


EXTRAS OVER 5 in. to 7 


3 


2 in. 


2/6 


pin. 14 in, 


3- 


21 


2} in, and up... 


in. 


+ in. 


1 in. 


1/- 


Ly in. 


5/- 


ne 
1} in. 


6/- 


} in. 


qin. 
ce 


3/- 4)- 5. 


same as 


5 in, 6 in. 7 in. 


2hin, 2in, gin. 1gin. 1} in 


9/6 per cwt. over 


3 in. Clasp. 
do. do. 


3 in. Clasp. 


per cwt. 


lin. 


6d. 


iy YS Ae Bo cian 


———— 


'T/- per cwt. 


Cut Steel Tacks, Tingles, Chequer-Head-Clouts, Hooping Clouts, Copper Nails and Tacks, Zinc Nails, Composition Nails, Tinned Nails, &c., &c. 


——— ——OEeEEeeEeSeSSESMSSsSsSssssssssF 


Packing in Bags, \ cwt., included. 


1 cwt. Tron Kegs, 1 per cwt. extra. 2 


From 


56 (b, Bags, 3d. per cwt. extra. 


the collections of Sydney Living Museums / Historic 


28 7b. Bags, 6d. per cwt. extra 


Ton Orders 3d. per cwt. less. 


Houses Trust of NSW 


GALVANIZED HOOK BOLTS, SCREWS, &c. 


GALVANIZED HOOK BOLTS AND NUTS. GALVANIZED GUTTER BOLTS AND NUTS. 


Zin. x 3 a = v BJ per gross. 


GALVANIZED CONE HEAD GUTTER SPIKES. 


Per Gross. Per Cwt. 


GALVANIZED CONE HEAD SCREWS. | GALVANIZED RIVETS AND WASHERS. 
se — Size. Per Gross. 
Per Gross. Per Cwt. Per Gross. | 
| 
1 
mal : fe ee! 
Washers : 8 | / 
Beibe VES -/10 | 36)- 
vane 4/- | 36/- 
bs a aa 
uy GALVANIZED CONE HEAD NAILS. GALVANIZED BOLTS, NUTS AND WaSHERS. 
Size. Per. Gross. Per Cwt. Size. Per Gross. 
138 271/- in. x 3 in 3/- 
19 271/- in. x in, 33 
2p 277 - in. x 4 in. 3/6 
in. x } in, 4. 
as ae: Fa — | in. x fin. 6- 
2 in. + in. 1)/- » 
, 
Se 
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GALVANIZED NAILS, HOOKS, 


pm 


HOLDFASTS, &c. 


MALLEABLE CAST TILE PEGS. 
Size, inches 


Black,-per Cwt. 
Galvanized, per Cwt. 


BEST ROUND WIRE NAILS. 
ONO ea Saeed LO eS) 
18/9 15/- 15/9 17/- 18/6 19/6 2 


Gauge 


Price, per Cwt. 13/- 


ZINC NAILS. 


Size, inches ote 4 15 14 14 


On Application. 


Price, per cwt. 


y 


2 


24 


TENTER HOOKS, Hand-made. 


Size, inches, 
Galvanized. per Cwt. 


BLUED WIRE CLOUT NAILS. 


Size, inches 4x14 $x 13 $x 12 1x12 


Price, per Cwt. 


Pest 


80/- .. § a Se ns BP es. PEE ae BG 


GALVANIZED GUTTER SCREWS. 
4x} 5xd 6x} 


Price, per gross 6/- ws. T/- we Bs we 


Size, inches 


8x 


10/6 


Size, inches 
Price, per Gross 


Tinned do. 


| GALVANIZED GUTTER SCREWS, with large mushroom heads. 


Price, per gross 1}’« 16g... 3/- 1)’ x 16g. 


3/6 


Size, inches 


Black 


Price, per Gross, 
Per Cwt,, Black 


Galvanized, per Gross 


WIRE SLATE NAILS. 


Size, inches 1} & 13x 13g. 
‘ 


IE&2 «10g. 


PIPE NAILS. 
Size, inches 
Black, per Cwt. 


Galvanized, per Cwt. 


Bright, per Cwt. ... 28/. 20/- 
| Galvanized, per Cwt. 36/- 30/- 
| MALLEABLE SLATE NAILS. 

Size, inches a 1 1b 1y 2 
| Black, perCwt. ... 3a/- 31/6 31/6 31/6 

Galvanized, per Cwt. B7E6 EE See 2B 48/- 


Size, inches... 3 


Black, per Cwt. 


Galvanized, per Cw 
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Toy Buckets. 
Diamsan 5 6) ToS 


Per dor, 4/3 4/6 5/- 5/3 


Strong Grooved Sides, 
Forged Ears. 
Weight per doz. 12 in. about 
50 Ibs. 

This Bucket is extra deep, 
the 12 in, being 104 in. 
inside. 

Diam. in, 10 11 12 18 14 


Per doz. 12/9 13/6 15/ 16/6 18/9 
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No. 00000. 
Light Grooved Sides and 
Hoop Feet. 
Weight per doz. 12 in, 
about 84 Ibs. 
10 11 12 #13 «#14 
7/3 8/- 9/- 10/6 12/6 


Diam. in 


Per doz, 


No. 23. 


Rivetted Sides, Hoop Feet, 
Forged Ears. 


Weight per doz, 12 in. 
about 44 Ibs. 


Diam. in. 10 11 12 13 14 


12.6 14)- 15,- 16/6 18/9 


Per doz. 


No, OOO. 
Light Grooved Sides and 
Hoop Feet. 
Weight per doz. 12 in. 
36-38 Ibs. 
Diam.in, 10 11 12 18 1 
Per doz, 1/6 8/3 9/6 14/- 129 


Rivetted Sides 1/6 per doz. extra. 


No. 2} Medium. 


Round Bail. 


Rivetted Sides, Strong Hoop 
Feet and Forged Ears. 


Weight per doz, 12 in. 
about 60 Ibs. 


Diam. in, 10 11 12 13 14 


Per dor. 17/- 18/- 20/6 24/6 23/3 


Grooved Sides and Hoop 
Feet. 


Weight per doz. 12 in. 
‘about 42 Ibs. 
Diam. in. 10 11 12 18 14 


Per doz, 9/6 10/3 44/3 12/9 14/9 


No. 2a. 


Strong Rivetted Sides, and 
Forged Ears. 


Weight per doz. 12 in. 
about 65 Ibs. 


Extra deep. 
Diam. in, 10 11 12 13 14 


Per doz, 18/- 19/6 24/- 22/6 25/9 


| Strong Grooved Sides, Hoop 


Feet and Forged Ears. 


Weight per doz. 12 in. 
about 58 Ibs. 


Diam.in, 10 11 12 13 14 
Per doz. 45'- 16/3 17/9 19/3 24/6 


Round Bail. 


Rivetted Sides and Bottom, | 
Forged Ears, 


Weight per doz, 12 in. 
about 62 Ibs, 


Diam. in. 10 11 12 13 14 


Per doz, 24/- 24/9 23/3 24/9 27/~ 


Fe 


Extra Strong Rivetted Sides 
and Bottom, forged Ears. 


Weight per doz, 12 in. about 
76 Ibs. 


Diam. in 10 11 12 18 14 
Per doz, 24/- 25/6 27/- 28/6 31/6 


No. 9}. 


Builder's or Mill Bucket, with 
welded Hoop top and bottom. 


Weight per doz. 12 in, about 


84 Ibs. 
Diam. in, .. 12 18 14 
Ber doz, 27/- 29/3 31/6 


—— — — ——  ———  ——— 


No. 5. 
Strapped all round with strong 


Hoop Iron Feet. 


Weight per doz. 12 in, about | 
62 tbs. 


Diam. in, 10 11 12 13 
Per doz, 17/3 19/3 20/9 22/9 24/6 


Extra Strong Bucket with 
welded Angle Iron Foot and 
heavy solid Bails and Ears. 


Weight per doz, 12. in about 


108 Ibs. 
Diam. in. .., 12 13 14 
Per doz. 39/9 42 44/3 


No. 7.—Well Bucket. 


Gallons 45 6 7 8 9 
Strong, cach 8/6 6/6 7/3 8/3 9/9 14/3 


No. 8. 


Strong Rivetted Sides and 
Bottom, strong Ears and 
thick Bails, welded Hoop. 


Weight per doz. 12 in, about 
76 Ibs. 


Diam. in, ., 12 18 14 


Per doz, 25/6 27/9 30/- 


Builder's and Contractor's 

Bucket, 12 inches deep, with 

strong welded Hoop top and 

bottom, extra strong Ears and 

Bails. Weight per doz. 12 
in. about 120 Ibs, 


Diam. in. ... 


Per doz H/3 43/6 


Extra Strong Contractor's 
Bucket, with welded Hoops 
top and bottom, and side 
Straps. 


in, about 


12! 1g) 18 
37/6 39/9 42/- 


Per doz. 


= 


No. 12.—Fire Bucket. 


Shand and Mason's Pattern. 
Close rivetted. Weight 65 Ibs. 
Round Bail, well made. 
Size 104 x11 deep, 


Galvanized only... 24/- Per doz. 


Japanned Red outside, 28/6 per doz, 


Ditto, and with Fire 
painted on } a/- 


No. 12a.—Fire Bucket. 


With rounded bottoms to 
prevent them being used as 
ordinary buckets. 


10} diam. at top. 


Galvanized 32/- per dow. 
Japanned Red outside, 37/-., 


Ditto, with FIRE ) 
painted on p Bro» 
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Al i 
r 


Liverpool Mill Bucket, strong ‘air 
welded Hoop at bottom, The a i 
handle overhanging 3 in. from — 
wire. Specially adapted for i GalvanizediCoal Hods. 
Strong Rivetted Bucket. Teailtars nals, regu No. 2}.—Ship’s Bucket. 
ieee a 3 | Inches,14 15 16 

Weight per doz. 12 in. about | Weight per doz. i2 in, about | With Ears inside, Ring and | No, ; A Hae ene 

80 Ibs. 90 Ibs. Thimble on Bails. | eco mnecider! | 8rd, 18/9 20/3 22/6 24/9 27/6 
Diam. in, 12 , 18 14 | Diamin. ... 18 14 | Diamin. .. 10 1 12 | 2nd, 28/8 24/9 26/8 28/6 30/6 | 2nd, 22/6 25/- 25/6 28/8 30/9 
Per doz, ... 26/3 28/6 30/9 | Perdoz ... 38/3 37/6 | Perdoz. ... 16/6 18/- 19/6 | Best, 28/6 30/- 31/6 33/9, (36/9 | Best, 25/6 27/- 29/- 34/6 34/6 


Galvanized Common Shape Coal 


Galvanized Waterloo Coal Scoops. Scoops. Galvanized Durham Coal Scoops. 


Galvanized Coal Scoops. 
Inches .«. 14 15 16 17 18 Inches 


Sr, per doz, 18/9 20/3 22/6 24/9 27/6 | Brd, perdoz. 18/9 20/3 22/6 24/9 27/6 | Tchts (Cardiff Pattern.) 
Best, per doz. 28/6 30/- 31/6 33/9 36/- 


2nd, per doz, 22/6 24/- 25/6 28/3 30/9 | 2nd, perdoz. 23/6 28/- 25/6 28/3 30/9 iinaorns 


Best, per doz, 28,6 27/- 29/- 34/6 34/6 | Best, perdoz, 25/6 27/- 29/- 31/6 34/6 Strong, With Strong Hand Scoop 87/- 78/- per doz. 


* a ween er 
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GALVANIZED WASHING TUBS, &c. 


i 


yy \ 
Vy, i 


Galvanized Washing Tubs. 
Galvanized Washing Tubs. 


Best or First Quality 


Galyanized Washing Tubs. 


Common or Second Quality. 


Light or Third Quality. 
Length Inches 
6 18 20 22 24 
Length inches 14 16°18 90 29 94 98 98 3 
Per Dozen aie ite 


17)- 19/6 22/6 27/- 34/6 39/- 48/9 53/3 60/- 
Hooping orstrapping... 4/6 2/- 


Length Inches. 
18 20 22 24 


Per dozen Per dozen 

42/6 15/- 18/- 24/- 25/3 29/- 34/6 40/6 45/- | |. 48/- 18/- 20) r 

ASO ob SY Hao) Go 18/- 20/9 23/9 30/6 38/3 40/6 
Hooping or Strapping 

116 2/- 2/3 29 3/- 3/9 


Hooping or Strapping 
43 5/- 5/9 | - 2/9 3/- 3/9 14/8 5]- 


Strong Wash-up Pans—Round. Deep Basins. 
Long Oval Baths. 
Very Strong. Diam. inches 0 1 


Galvanized and Tinned. 
Length Inches 


1 TE |e 
and qual. per dor 7/6 8/3 9/- 11/- 12/6 14/3 16/6 pia aachesa 
st qual, perdoz, 9/- 9/9 14/3 12/9 13/3 16/6 19/6 


Not Hooped 4/3 doz. less, 


- 10 11 12 18 15 
-. 4/6 5/6 6/6 76 8/6 10) 
Each 


.. 8/6 10/- 41/- 12/6 18)/- 18, 


Galvanized, per doz, 


Tinned, per dor. 
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Deep or Norfolk Turnip Skeps. 


4/6 doz. extra, 
Bands under Wire, Gigy 
Plates under Handles, 4/6 ,, 


Strapped to Wire, 


Diameter inches 
17 18 19 20 21 22 28 24 
Per dozen 
31/6 33/9 37/6 39/- 44/3 45/- 49/3 52/6 63/- 67/6 


JETS, &c. 


GALVANIZED BOWLS, 


Shallow Turnip Skeps. 
4/6 doz. extra. Strong Tinned or Galvanized 


6/- Water Bowls, Plain Edge. 


Plates under Handles, 4/6 


Strapped to Wire, 


Bands under Wire, 


Diam, in, 8 9 10 u 


Diameter inches 
18 19 20 
Per dozen 
24/6 25/6 27/9 30/- 31/6 34/6 36/- 39/- 40/6 43/6 


Galvanized, ee 
eae 9/9 11/- 12/6 13/9 


Tinned, 2 


perdoz 5 18/6 18)- 


47/3 24/- 


Strong Galvanized Mud Bowls. 
Socket Handles. 
Diam. in. 


Without band, 94 , 
pee do 24/9 23/8 25/6 28/6 32/8 


Bound all round, 97/9 99/3 33)- 


per doz. Bok eg 


No. 1—Strong Deep Jet. 
sin 
Socket Handle. 
Bricklayers’ Hods. 
Diam. in, 


Each, with band ... Inches 


Wire Edge Each 


Diam. in. 


Galvanized,) 
perdoz, 5 5/9 


Tinned, ) 


perdozs 10/8 42/- 


13/6 


Galvanized Paint Cans. 
With Hooks 6d. per doz. extra. 
Diam. in.... 
69 8/- 


Per dot. sx 


4/6 5/3 6|- 


15/6 


10/- 
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GALVANIZED WATERING POTS, CANS, &c. 


Galvanized Iron Watering Pots. Galvanized Boiler Fillers. Galvanized Irish Pattern Beer er 


If fitted with Cover 13/- doz. extra. Gallons ) 1 13 2 2 3 Water Can, 
Light, per doz. 28/6 27/- 30/- 33). 36/9 43,6 | Gallons os 4 


Gallons Plas “2pm Olea Bhs ba 


Light, per doz, 24/9 24/- 27/- 29/3 33/- 40/6 | Gallons 


Strong, +, 30/9 32/3 35/3 38/3 42/- 49,6  Perdoz. 24/- 25/6 27/- 30/- 34/6 41/3 Strong, ,, 26/3 29/3 32/3 34/6 39/- 45/- Perdoz  ... - 36/-  39/- 45 /- 


Hand Scoops. 


Round or Flat. 


Size at Bottom, 8 in. x sin. 


| 7 | 
4 | Galvanized and Black Cast Furnace Pans. 
Galvanized, 8/8 per dozen. Black, 7/6 per dozen. n a ena 
| Approximate Sizes. 
Inside Measure, 
Contents 6 e012 16 gals. 
Width 5 8 19 
Improved Grain Measures. 3 P x x 
Depth 2 3 14 
Galvanized. Contents 30 
Width 


21 in, 


: Depth 
Sizes Eee 3 pk. pk. Lpk. $bsh. 1 bsh. P 

ie PEE BEE : Contents 
nchentem 0 cre 9 aie Price, each—strong, 4/- 4/- 6-83 11/9 Width 


Bent or Straight Handles, each 4/6 If Government Stamped, 4/6 each extra, Depth 
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GALVANIZED CORN BINS. 


Second Quality sizes No. 1. Prices, Best Quality 
No, 4. 


16). | 3p: 
| aye | 4/- 
aq. | 416 
|| 3/- 
9 44)- 
| st. | 


s6/- | 8/6 


97/6 | 10/- 


No. 3 pattern Corn Bins are made 


of strong Steel Plates and Wrought Band 


Length. | Width. | Height. 


round top, and fitted with Malleable - Bushels. 


Hinges, Hasp and Staple. i i = ee 
oe M4 ol i 
Each Bin is fitted with one Partition | | i HN ii 5 8 
and two Hinged Covers as wlustra- | | 50 | 6 Bo 8 


tron. 


aes | 
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GALVANIZED IRON BINS, &c. 


LIGHT CORN BINS WITH SQUARE CORNERS. SPECIAL LIGHT ROUND CORN BINS. 


Length. Width. Height. Price. Partitions 
extra. 


x 29 ins, one 019 4)- 
x29 oy SEO. 16 017 6 
x29, EG 5|/- AO 
x 

; ° 


] 
| Diam. Height. Price, each. 
116 5/6 | : ji : 
ts | aoa, 86 18 

| 


4 Bushels, 22 2 Bushels, 17 ins. 22 ins. 0120 


6 
1 
3 1 
9 21 


2 
2 
3 
4 
4 


23 . itis 


VANIZED IRON BINS—For Storage of Petrol in Tins. 
GALVANIZED ROUND CORN BINS, LIGHT AND STRONG QUALITY, oe A : 


With Hinged Covers, Hasps and Staples. 
Strongly made, and 


with hinged Cover 


Light, No. 4. =< 


ines. Pricesweleh \ | ees . 
SEB Prices, etch. : fitting over top which 


] Ih l ~ 
Bushels. | Height, ins. | Diam. ins. S ey ! | practically renders 


the Bin watertight. 


Also fitted with Lugs 


for fixing to Wall. 


SIZES AND PRICES. 


Capacity, Length. Width, | Depth. Price each. 


| 2Gallon Tins. | Inches. 


| = 
8 
12 
16 
20 


32 


MANGERS, WATER BOXES, &c. 


Galvanized Wrought Mangers and Water Boxes. 


AS USED BY TRAMWAY COMPANIES. 


MANGER. WATER BOX. 


Size inside... «1 ft. 2hins, x 1 ft. Lhins. x 10 ins 


6/3 Eac 


Size inside... 2 ft. 9}ins. x 1 ft. 2} ins. x 1 ft. 3 ins. deep. 
Price = 14/- Each. 


PRrIcE 


Improved pattern with angle iron frames and rounded corners, 
the object being to prevent sharp corners and seams. 


Size inside a ase 2 ft. 10ins. x 1 ft. 24ins. x 1 ft. Bins, deep, 
Price oo ay 18/- Each. 
Special Quotations for Large Quantities. Any size made to order. Prices on application. 


No.4: 


3 ft. Gins. x 1 ft. Sins. x 1 ft. 5 ins., width over all 2 ft. 7 ins. 


£3 3 0 Each. 


Fodder Barrows. 


Made of Black Iron, and Galvanized 


after made. No. 2 


4 ft. Oins. x 2 ft. Oins. x 1 ft. 7ins., width over all 2 ft. 11 ins. 


£3 10 0 Each. 


Handles so constructed to turn over 
when not required. 
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go GALVANIZED CORRUGATED BINS, CISTERNS, &c. 


WROUGHT IRON HAY RACKS. 
CATTLE AND HORSE TROUGHS. GALVANIZED CORRUGATED ‘CISTERNS. 


GALVANIZED 
CORRUGATED STEEL. 


Strong Band round top, 


Japanne 
No. 2061:- J 

« d No. 206c— 33 in. ... 
Galvanized after made. | N° Bin. No. 2060—86in, 2. 18 6 


of safety edge iron 


GALVANIZED STEEL GARDEN TUBS OR 
CISTERNS. 


No, 
150 — 607gallons 
151 — 70 do. 
154— 90 

152 —110 

453 —180 
153a—150 
1531 — 

153c — 

153—300 
153n—350 
1537—400 


1 
t 


157, 
4 12 
117 
23 
28 
213 
aU 
40 
50 
60 
(he 


Useful in every Garden 


during “ Watering” time. 


EASILY DIPPED FROM, 


Diam. High. 


eeccanccaca = 


HRROCCCO, 
| wan SSersSe 


GALVANIZED CORRUGATED STEEL 


TROUGHS. NEW REGISTERED FIELD 
OUTDOOR CORN BIN 
With Hinged Cover. 


o, 107 — 5 Bushels 
» 108 10 do. 
+ 109 —16 do. 
1» 1090. do. 
sy 1091 do. 
* 109c—40 do, 
3 109p—50 do. 


Invaluable to Sheep Farmers, 


OIOGHHOONOY EERE RON 


° 
E 
Ss 


Sides and Bottom are in one piece. 


Somccoaacccomemccoacaccccccs 
Cowscwomamcacccomcoaccumcwoa’ 


PONE REE SE 


46 inches wide. inches wide, { 24 inches wide. GARDEN BASKETS. 
42 inches deep inches deep. | 46 inches deep. Sun nor rain do not injures Splendid for picking fruit in. 


159 —4 feet 32/- 16 | 0163—4 feet Length 
160 —6 feet 0164—5 feet . 816 —12 inch 
161 —6 feet 0165—6 feet - 317 —15inch | 
4162 —Tieet 43/- | 7 feet 0166—7 feet + $18 —18inch | IMPROVED TAP, Iron and Brass, very 
1624—8 feet - et 0167—8 feet S S 319 —21inch | : 

4162n—9 feet 0168—9 feet P + 32024 inch 1) 3) bucket in a few seconds. g-in., 6/- 5 

+» 820,—27 inch 1j-in., 10/-; 14-in., 12/- each. 
321 —30 inch 


BRASS TAPS—!-in, 4/-; Sin, 5/6: 
in., 8/-; 1-in., 10/- each. 


From the collections of Sydney Living Museums / Historic Houses Trust of NSW 


GALVANIZED WROUGHT 


IRON DUST BINS. 
; = 


| No, 4. 
The No. 1 Dust Bin is one of our | 

os g | latest improvements, and very strongly 

Fitted ready for use. made: 


No. 4. 


No. 8. 
With Cover and Sifter taken off, 
The cover, by a simple con- 


ready) for emptying: STRONG PORTABLE DUST BIN, made with 
trivance, i ly taken off and 
readjusted. Loose Sloping Cover to take off, and 


Strong Handles at each end, 


Size. 
18 in, «18 in, x 30 in, 
at Back. 


28 in. in Front. 


16)- each 


With Fixed Hinged Cover and Sliding Door in Front 
2 is our latest and cheapest improvement, and the but without sifter. 
most complete in the market, fitted with Hinged cover, F 
Cinder Sifter, and Sliding Door in front, made lighter : | | lene F 
gauge than No. 1. Lengthy) Width)! Height 
7 | in in in 
= ; | ae : | inches. inches. | inches. | Galva. 
Length | Width | Height Prices | Hl 
in in | in 
inches | inches. 


Prices. 


inches. 


46/- 
18/6 


| i 


No. 4.—A special size, little lighter gauge, but very good quality, same make 
as No. 3. 
21 x 19 x 36 inches at 20/- each. 
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GALVANIZED WROUGHT IRON DUST BINS. 


a Ea 


These Dust Bins are now in very great request, being strongly made, are very durable, and can be easily moved. to any position, thus avoiding many 
inconveniences arising from the old kind, All fitted with Hinged Covers’and Sliding Doors in front. 


Height) Height] 16 Gauge. 18 Gauge. 


Back, | Front, 
inches. | inches. 


Length,| | Width. 
| [ste inches. 


Galvd. Painted. Galvyd. Painted. Galvd. Painted. 


18 


ony NY ® BK] 
B 
Imm @ 


» 
i<) 


3.5 


Nos, 3 and 4, 14), Nos, 5 and 6, 18- each extra. 


GALVANIZED PORTABLE DUST BINS, ROUND OR SQUARE. 


i ii These are both clean and convenient for the daily accumulation of Dust, as also for conveyance of 
i a i 4 same to Dustmen’s Carts. Made of Strong Sheet Iron, and fitted with Cover and Handles. 
/ 
it 


Galvanized after made. 


SQUARE. ROUND. 


Measurement, i Measurement. | “imiess 


| With Covers. | With Covers. “|Without Covers.) With Cover. | With Cover. 


Length. | escaetns en Strong Pattern, | Light Pattern, Diam. | Height, [500g Pattern, | Strong ,| Light Pattern, 
i 


} inches. inches. d. 


3 each. 
9 


inches. | inches. | inches. 
3 13 

14 

15 

16 

17 

18 


each, 


ODAMAAMs 
AWWRODS 


8 
aickopewe ae 


TOOT TB 
MIHHTOWs 
OO ARO OY 
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GALVANIZED WROUGHT IRON DUST BINS 


COMBINATION DUST BIN. 


Made of Galvanized Wrought Iron, fitted on 3 Wheels, with Draw Handle, including 
Sifter and Cover complete. 


Size. Price, each. 


2ft. din. x 1 ft. Gin. x 2 ft. Oin £3 3 0 
a70 


589 


53 Height, | Height, First Second an 
Width, Back, Front. Quality. Quality. On’ 4 Wheels. 


| 15/- extra. 


| 15/- | - |) 18/6 extra, | 
| | 


145/- | 127/6 
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GALVANIZED WROUGHT IRON SANITARY BINS. 


No. 9. 
GALVANIZED SANITARY SKEP. 


Diam. Height. 

16 » on vs [B/- each. 
WT x 2 £ vo 10)- 
18 x Bie eAginc, 


No. 10, 


THE MIDDLESBORO' GALVANIZED SANITARY PAN, 


With Angle Iron Feet. 


Inches. 
Size 4 x 16 x 16 x Awe, Price 9/- each 
» MXIGXIG XBW we , 10/6 , 
2 x 16 x 16 x 20 wc eat a 44/3 
w 80 x 16 x 16 x 24 w oe SHB 
BO x 16 x 16 x 22 res oe I 


19 x03 is v  - 15/6 >, 
, 80x 16 x 16 x 20we. mo Mick , 13/6 


WROUGHT BLACK IRON COAL 
PATENT SIFTER CUPBOARD. 


The Patent Cuploard is supplied to 


and.can be taken out at will 
when required to Le emptied. 


PRICES (without Skep) 
Painted Black Galvanized 


with Galy’d 
No. Sizes. Sifter. 


1 16x16 x24 29). 
2 18x 18x38) 29)- 


B 24 x 20 35/- 


No. 44. 


THE LEICESTER GALVANIZED SANITARY 
BIN. 


Size; 174 inches long x 17 inches wide, 22 inches high 
at back, 17 inches in front. 


With Loose Cover, Pegs, and Drop Handles. 


Price ... 10/6 each, If in lots of 8 doz., 40]- each. 


GALVANIZED ROUND DUST BINS, 
With Sifter and Cover. 


43)- Each. 
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== 


GALVANIZED WROUGHT IRON SANITARY PANS, &c. 


GALVANIZED OVAL SANITARY PAN. | GALVANIZED ROUND SANITARY PAN. CLOSET SHIELD. 
With Drop Handles. With Fixed Handles. 


Welded Band Top, Hoop at Bottom. 


19 in, x14 in, x 14 in, + Price 14/6 each. a Diem az 
21 in.x15 inex 15 in, we , AB) een He ge rice T/~ each. 
*! % y 15 in. x 15 in. 
in,x15 in,x16 in... 12/6 Ghee ne 


in.x15 in.x17 ino » 136 ,, 18 in. x 18 in. 


HN Black. 
12/3 each 
13/- ,, 


Size of Pan. | } Be Uh, ABTS 


in in, in, 
19 x 16 x 18 deep, 20)- each. : 
in, in, in, | in, in. in, 
17 x 14 x 16 deep, 5/- each. 24x 16x14 ,, 24/6 ,, | 16 x 13 x 17 deep, 4/6 each. 


Galvanized. 


lixi2xl , 3/9 5 If without Wheels, 5/- each less. Wx 4x12 , 3/6 ,, 
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GALVANIZED AIRTIGHT RECEPTACLE AND COVER. 


This Bin is fitted with an 


Airtight Cover, having India- 
rubber Tube fitted round the 
flange of the Cover and 


secured with spring. 


The bottom is protected 
and held firm by a strong 
T Iron Hoop. 


Sizes. 

Diameter 

over Flange. Height. Af eh 
47 in. 27 in. Tar. 
19 in. ish 27 in, 20 110 0 


GALVANIZED SANITARY BINS. 


THE “PERFECT” SANITARY DUST BIN. 
(Registered). 


_ Galvanized after made. 
No. 17 


These Bins are made with 


an improved rounded bottom, 
which has no corners wherein 
dust or refuse can remain, 


the sides also are quite plain 


without swa 


a welded half- 


round hoop is fixed at top of 
bin for strength, and a 2 in. 


hoop at bottom. 


All Bins fitted with Seamless 


Cover fitting outside. 


Section of Bottom. 


Diam. Height 

inches. inches. 24 Gauge. 22 Gauge. 
16 oa 20 oF 6/6 ee 1/3 
17 oe 22 ao "= fe 8/- 
18 ee 24 = 7 es 9/- 
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COAL BINS. 


Capacity.| 


PRICES. 


Length. No. 13, 


No. 14. 


Galvanized or 
Japanned Oak. 


Galvanized or | Wl i i) 
COAL BIN | 


* Black. | Tapanned Oak. 


AEs One 


114 6 
Bese! 


1 19 
38.0 


| 
| 


a6 
4 10 
24 


o 
° 
OF 


4 
1 
1545) 0) 


Length. 


These are designed for | 


| GALVANIZED, 


PaIntreD, 


Height | eight 
Width. Sa ir aeoall 


Front. and 


Quality. 


Back. | Ist 


Quality. 


Ist 


Quality. 


and 
Quality. | 


use in Schools, Institutions, 


Hotels, &c., and will be | 
found most {useful in saving 
frequent journeys to ordinary 


cellar. 


45) 


34 | 57/- 


34 | 65/- 
| 
34 | 80/- 58 


80 | 424/- 85 


39 


| 160/- 


50/- 


115 /- 


36/6 
42). 
/3 | 49/- 


16/6 | 
102/- 


These are fitted with Guard inside, over-sliding door to prevent coal falling out, 


They can also be mounted on wheels if desired. 
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38 WROUGHT IRON CISTERNS. 


GALVANIZED WROUGHT IRON RIVETTED CISTERNS (Galvanized after made). 


‘These are thoroughly tested before leaving Works, After delivery to Railway Companies, Carriers, or Wharfingers, we cannot undertake any responsibility, 
‘Alll sizes as under kept in stock up to 500 gallons. Special sizes made to order in three to four days. 


Outside Dimensions. 
Gallons, 20 W.G. G. G. GC ath ‘ath Plate 


about. Length.| Width. | Depth. 


ft. s. 
1 3 
1 


cooccjh | 
enroohomupoany 


1 
1 
2 


BeAr 


BIDAR REwOEWNIEE EEE 


WON SNOSAFBHAISONSSCOINAAY 


eccococcanconaccocosusoHNocomn 


eccoscoscoocscoosoce 
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Capacity) Outside 


GALVANIZED HOT WATER CYLINDERS, including 4 Flanges up to 1! 


No. 16 Gauge. 


WROUGHT IRON CYLINDERS. 


No. 14 Gauge. 


Inch, 


No. 12 Gauge. 


| Plate. 


# Plate. 


about |Dimensions. 


\Gallons, 


Rivetted Top and 
Bolted Manhole, 


Tested to § Ib. pressute ot 
1o ft. head of water. 


No. Manhole, 


Tested to 15 1b. pressure 

30 ft, head of water. 
Rivetted Top and 
Bolted Manhole. 


No. Manhole, 


Tested to 20 Ib. pressure or 
| 4o ft. head of water. 


or 


Tested to 25 Ib. pressure or 
50 ft. head of water. 


Tested to 4o Ib, pressure or | 
So ft. head of water. 


| Rivetted Top and 
Bolted Manhole. 


ewww ee Dk 


d. 


0 
0 
0 
6 
6 


ona 


wom anme 


Bio 


owe tw wow None 


| No Manhole. 


Rivetted Topand| 14 yaphole. 


Bolted Manhole. 


oR C2 Oo Oo CID BD CH DIDI ND 


Rivetted Top & | 


Bolted Manhole) No Manhole. 


POOR A eR I OR I OO CO CO OLD 


eccoooonsccoaaaaacce 


Additional Flanges 


to 1 inch, 1/6 


each extra. 


When ordering kindly s 


y which of the Sketches you require, 1, 2, or 3. 
If with Cast Bridge Manhole, 10/- each extra. 


If with Wrought Bridge 


Manhole, 20/- each extra. 
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WROUGHT IRON TANKS. 


GALVANIZED WROUGHT IRON RIVETTED HOT WATER TANKS, fitted with Bolted Manhole and Cover. 
Galvanized after made. Tested and Guaranteed Sound before leaving Works. 


No. 16 Gauge. No. 14 Gauge. No. 12 Gauge Yo Plate. 


Outside Dimensions. 
Capacity Tested to a pressure of | Tested toa pressure of | Tested to a pressure of | Tested to a pressure of | Tested to a pressure of 
al 


out | | ib. per square inch, or | 3lb. per square inch, or | 4lhs. per square inch, or | slbs. per square inch, or | r1lbs. per square inch. 
Width. Depth. 2 ft, head of water. 6 ft. head of water. | 8 ft. head of water. 10 ft, head of water. | or 30 ft. head of water. 


s_| | le BG iF 


Gallons. ee is ft. in, . y 
1 6 | al ES 


4s 4 
10 0 


eal 


a 


12 
15 


1 


1 


u 


O1 {8 10) 16 80) (0) 0) 0 oo 6 
xO 08 8 YM YY YH wR RK 
OMO NOM ON Ia Ol Om oO Fo) oHrona)| 


2 
2 
38 
3 
4 
4 
4a 
5 
5 
6 
6 


ow 6 oY YY DY B® 
0) O< ©. 6) 0 6.6. 6: 


India Rubber Rings, 2/6 each extra. Screwed Flanges or Boss Plates, up to 1 inch, 4/6 each extra. 


Bridge Manhole, with Cast Bridge, 10/- Bridge Manhole, with Wrought Bridge, 20/- extra 


EXPORT TANKS. 


WROUGHT IRON RIVETTED EXPORT TANKS. 


These Tanks are used as Packing Cases for conveying goods by ship instead of Wooden Cases, they keeping the goods free from damage by water, and 
at destination are sold for the purpose of Storing. 


Outside Dimensions. 


ee Painted Outside, Galvanized Inside 
cane | Limewashed Inside. and Out after made. 
Length. Width. 


Gallons. 

50 
100 
200 
200 
200 
200 
200 
200 
200 
300 
400 
400 
400 
400 


wowtmwirwH ath 


13 
12 
lt 
3/16 


He ROR HR 02 0 Co co hy CH Cw bY tO ED 


aR 


The above are with 14 in. Cast Manhole Cover. 
Prices of Manhole larger than 14 in, viz, 16 18 20 22 24 in. 
Painted 3/- 4/6 6/9 9/- 11/8 
Galvanized 8/8 12/- 15/9 19/6 
Taps with usual Lever or Spanner Bin, L in, 6/9 each. 
If with Beer Cock Keys Ba ea REG eae? 
Cutting and Stopping, 1/6 extra. 
Hop Tanks with entire Removeable Top, 50 to 100 gallons, 7/6 per Tank extra. 
200, 300, 400, 11/8 
If with 14 in. Manhole in same, 3/9 extra. 
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WROUGHT IRON CATTLE TROUGHS. 


GALVANIZED AND PAINTED WROUGHT IRON TROUGHS. 


Fitted with Bands round Top or other well-known Climax or Safety Edge. 


CATTLE TROUGH. 


‘pajonb sv ‘aSpq joes 


Heavy Safety Edge, quoted for 
specially. 


16 Gauge. 14 Gauge. 4 Plate. 


Depth. Galvanized. Galvanized. Painted. 
| 


20/- each. 
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GALVANIZED SINKS AND TANKS. 43 


GALVANIZED WROUGHT IRON SINKS. Tf fitted with Loose Strainer, 
Brass Union, and Trumpet 


Valve, as illustrated. 
Depth, 


| 
inches. A NEAUER gai Ganges 1} ree 2 inch. 


12/6 15/- 17/6 extra. 


If fitted with Brass Plug and 
Washer, with Union. 

re ree 2 inch. 

5/3 7/- 10/6 extra. 


GALVANIZED DIPPING TANKS 
These Dipping Tanks are now enforced by the Water Co.’s in every Stable Yard 
Fitted with Partition 8 inches from end, and 3 inches from bottom, 
with Cover to screw down or hinged. 


Gallons, Length. Width, Depth. 


about 
60 
80 

100 

125 


150 


© CHB COZ, | 


Gallons. : 6 th. v.G. k Plate. 


i 


about 
60 
80 
100 
125 
150 
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WATER CART BODIES. 


WROUGHT IRON TANKS FOR WATER CARTS AND VANS, 


FITTED WITH HINGED MANHOLE AND COVER. 


PRICES, Painted. PRICES, Galvanized, 
Width, Depth. 
12. 1/8 Plate, | 2G. 1/S Plate. 


Width. Depth. 
For Vans 3 in, x 4 ft. Sin, x 2 ft 3 in. Body } Plate, Bottom, #%, Plate, 2 Hinged Covers eee Galvanized £45 10 O 


” , ” ” . ” ” ” sas Painted 115 70)-0) 


Screwed Flanges for Taps up to 2 in., supplied and fixed without extra 


Galvanized Iron Taps with Lever Handles as follows :--1 in. 8/-, 1} in. 13/6, 2 in. 20/9, 24 in, 39/- each. 
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GALVANIZED CIRCULAR CISTERNS. 


LIGHT GALVANIZED CIRCULAR CISTERNS FOR OIL OR WATER. 


| For Wa 


Diam. | Height | 
| inches. 


Galls. i 
inches. | 


hmeGpen, With Loose 
| 


Covers. 


8/6 each. 
10/3 ., 
Mj- 5 
17/9 


For Oil. 


Open. 


9/- each. 


| Fixed Covers 


& Brass Bungs. 


10/6 each. 
12/6, 
TIO gs 


sue 
40/- 

52/6, 
6O/- 


“4/9 each. 


6/6 
9/- 


ol 


STRONG PATENT TINNED IRON OIL CISTERNS. 
With Indicated Glass Gauges. 


Protected with gnard and lock, wood bottom 
under the tinned iron one, lock taps with loose 

Ifhinged cover at top fitted with lock, 
nted complete. These Cisterns are made 
trong, the bottom hoop supported to the 
stand, At each seam are stays round the 
Cistern to resist pressure at the sides; the 
plates are firmly grooved together and produced 
from the best material. 


10 gallons £1 15 0 80 gallons £4 0 0 
By eT 100" ,. “418 6 
30 210 0 150| 45) ub 1816 
40 44; 92150 200 4, 613 6 
SON seem seb U0) Sy WOO 
‘CO? SG 10, 200 ,, 9 6 9 


‘A float can be sent with aboye Cistern for 
drawing off the oil from the surface if required, 
at a small additional charge. 


—=-===s= 


TINNED OIL, TURPENTINE AND NAPHTHA CISTERNS, Painted outside, with Loose 


Cover and Brass Screw Taps, or with Tight Coyers and Brass Screw Bungs and Taps. 


Gatte, | Diam. | Height] Loose Cover [Tight Cover, and Brass 
inches. | inches. ‘and Tap. Bang and Taps 
} eet [eames : 
| £ GE | a. 
10 | 0 0 each, (0 each. 
20 1 () 35 i 
25 tO) 10am ‘cae 
30 2 0 Os 
20 215 0 0 4 
50 3 Oh oop Wan 
75 | mSTOMON,; Ones 
100 | 5 Ge gy Ons 
130 I G Oey 
200 7 one Os 
| 250 eu WO (Ole: 
300. | Bite Ws (i 
400 | Liban we Oe ts 
2 500 1212 0 , (rs 


If fitted with Wire Gauze Bungs and Taps extra. 
Other sizes made to order. 


SQUARE OIL CISTERNS. 


Galls., | Length.) Width. | Depth.| Price. 
| about. 

20 16 | 24 

30 | | 30 

| 40 | 30 

50 36 

60 36 

| 80 48 

100° | 48 

| 

Brass Bib-cocks for above including 


Flange and Fixing, 


din, .. ua. 4/9 each. 
ie era Ok am 
az 


9- oy 
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a 
IRON CASKS, 


‘These Casks, similar to sketch, can be handled with equal facility to wooden barrels, 


and, owing to their strength and durability, can be used over and over again for an indefinite 


period. They are perfectly liquid tight, being tested at a very high air pressure, and unlike wood, 


; =} do not absorb any of the contents. ‘They are all fitted with interchangeable screw bungs, 


7 therefore cannot get out of order and can also be fitted with screw plug in head, for draw-off tap. 
They are specially adapted for all kinds of Chemical Products, Glycerine, Spirits, Oils, 


‘Turpentine, Petroleum, Benzoline, Varnishes, Tar, Naphtha, Mineral Extracts, and Inflammable 


Liquids of every description. 


PRICE LIST. All Casks Painted Outside. 


EXTRA STRONG. 
Diameter. | | =: Diameter, : a? 
Capacity. —| Length. Bie | ee | Me |Capacity.| __|rength ae Bucs ont ae oe 
fate Rolling Sets Galvanized, “eon Silt Maeght en eae AN OnE 
| Hoops. | Hoops. | 
inches. | inches. | inches. | 2s a)/2s 4/2 s d.|Gatons.| ins | ins. | Ibs, £4 
22 | 25 | 33. | S2eiih Yi) 216 0} 310 0 | 40 33 114 3.0 0 
23 Bs || | QiGeOlesateol|-81o (0) 45 35 | 122 8 5 0 
50 of; i) 226 | 216 6| 3 2 6] 316 O| 50 37 | 124 BG 
60 26 29 36 | BBY |) hal 47 6 60 | 36 138 310 0 | 
75 26 29 | 42 | 816 0) 4 4 0 of 6 pl a hee 42 156 426 
80 28 31 40 | 4 2 Dy 412 6] 515 0] 80 28 40 | 192 415 0 
100 30 33 3 | 410 0} 5 0 0] 67 6 | 100 | 80 | 324] 43 209 55 0 
120 Blk 34 48 | |B 0? 70 512 6 7 5 °| 120 | 31d 34 48 | 248 he 0 0 
————— oe hat i 
Rivetted Gas Flanges and Screw Plugs for Taps, 3/- each extra. Screw to fit, from 6/- to 18/- each extra. 
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GALVANIZED CIRCULAR CISTERNS FOR GAS ENGINES. 

These are made of Strong Iron, Galvanized after made, with or 
without Guard, and a strengthening Wood Slab under the bottom 
to give stability. 


CISTERNS AND DRUMS. 


Prices. 


£1 18 


If fitted with Guard or Funnel, 4 ft. to 6 ft., 7/6 extra each. 


SPOCTOAAAAAAD 


Do. do. Gf. to Tf. Gin, 90 
= If without Wood Slab under bottom, 2/6 each 
AWE Oy AOS. TAPER NECK BOTTLES. 
.; ae ; Lead = = 
=>. | Diam., Height, Pare | ] 
Giliong |e eee Coated | 4 : aioe: 2 
os | inches. inches. |, Bleck. Tinned. Gallons. Ee nea Pare Tinned. 
4/3 4j9 | | —— aos 
16 2/0 | ; ‘ ; 
30 | 50 5 Z 46 
40 60 3 fe 5/9 
43 «6/6 : ae Pe | 
5/3 | 8/0 y 3s 
60 | 9/0 a ue ig 
ies 6 83 96 
6/6 | 10/0 f i h 
7/6 | 11/6 if 816 10° 
96 | 14/0 By é ds 
11/0 
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AUTOMATIC FLUSHING TANKS. 


GALVANIZED AUTOMATIC FLUSHING TANKS AND SYPHONS. 


Automatic Flush Tanks fitted with cast iron traps, stand pipes and cylinders and brass supply cocks. 


Galvanized Wrought Iron. | Brackets 


(18 Gauge.) Painted, Galvanized. 
Glee aa me aE oS a =o 
Me teers) (ecavendia: we) c40ke 3.0 
2/42 Garo: a ees | a6) 3 0 
3 1499 ie ot oem ie eat) 30 
4 A Aan Aes) hil saide 30 
5 113 0 eriavolje | ae aca 0 
6 445 0 Pasa. || eager BuO 
8 1417 6 ep 2iGe = |. 2ivel =: (50 
10 faieeiero) EO 3 6 70 
12 Aa SMOMIMES Ta 6) Slo 846s 07 o 
DIAME OF OUTLETS FROM AUTOMATIC FLUSH TANKS AND DisCHARGE PrpEs TO URINALS. 
No, of Stalls “Capac Diameter of Outlet Is Capacity Diameter of Outl N.B.—Always arrange that the outlet into 
Sidra offi ant Bacaec Bi, gies) andBichanetince Neal or nesiber of hate i apence ee 
3 a eee | aer ons exceeds the area of outlet of flush tank, For 
2 oe | cme: ranges exceeding 6 stalls it is generally ad- 
A : ” ” visable to use more than one flush tank. 


Galvanized Wrought Iron Flush Tanks with painted cast iron 
traps and wrought iron cylinders. 50 gallons to 80 gallons, 18 gauge sides and 
| 16 gauge bottoms, 100 gallons and over, 16 gauge sides } in. plate bottoms. 


Gallons. Size of Outlet. 
; £5 4 
20 3 12 0 in, 
30 3 18 0 Bin, N.B.—The 150 and 200 
j Ee eh ace lle vita gallon tanks can be. fitted 
ho We 4in. | with 6 in. ontlet if desired. 
| 60 216 0 din Brass regulating valves for 
70 418 6 din, fixing on wall, set to fill 
On, bebe 2 16 din, tanks at a given rate 15/- each. 
100 ieGeiGy 70 4in, 
140 9 00 Ain. 
200 | 145 0 Lin, 


3 


3 


3 
4 
4 
4 
4 
4 
4 
4 
4 
4 


AUTOMATIC FLUSHING TANKS AND WATER WASTE PREVENTERS. 


PATENT AUTOMATIC SYPHON FLUSH TANK. 


Fig. 3a. 


This Tank is the same‘in action but lighter in gauge throughout and 


in general construction, and has a Painted Cast Iron Trapping Box. It 


is equally effective in operation, but from its less heavy make has not 


the same durability and is not sent out unless specially ordered. 


10 Gallons 


15 
20 
30 
40 


£3 4 
i oe BHO 
‘ si) 
- me Sui 
® me ee 


50 Gallons oo me On Gl 
come a =, “B= 6 0 
couumes 2 B\AanG 
0° 4) . 547 6 
100, 610 0 


GALVANIZED WATER WASTE PREVENTERS, FITTED WITH 
BALL COCKS COMPLETE. 


ra) 
o 


NOOIMRAAAT AW Dw 
ceoooooanonococcd 


» 


No. 4.—Single Action. 


Price 8/6 each. 


No.{6.—Single Flush (Double Action), | 
‘Fitted with Cover. 
Made of No. 20 W.G. 
Tested, Stamped, and Approved by 
the New River Water Company. 


Price 19/- each. 
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SUPPLY CISTERNS, &c. 


GALVANIZED WROUGHT SUPPLY CISTERNS WITHOUT FITTINGS 


Length. 5 Height. With Covers. Without Covers, 


inches. 5 inches. each. each. 
12 12 49 4/3 


1a 5 12 5/6 
18 12 8/- 
18 12 9/- 


“MAIL” SYPHON CISTERN. 


Sure. Simple. Silent. 


Flushes the moment the Chain is pulled and discharges rapidly. 


Passed and approved by all the Leading Water Companies. 


prgeee. Bt £0 17 0 
PEs (oem ny | cd, css a AAO 
» Stamped New River eee ee ne i amo 


GALVANIZING—2 Gallons, 7/6; 8 Gallons, 9/- each extra. 
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WINN’S PATENT 


“ACME” 


SYPHON. 


CAST SYPHONS. gr 


WINN’S PATENT ‘‘ACME”’ SYPHON. 


Sizes. Painted. Galvanized. 
2 Gallons Flush... es ee ni Siow a6 ee etetomns 
She ete ee 0 4113 6 
WINN’S PATENT NEW RIVER SYPHON (Stamped). 

Sizes. Painted. Galvanized. 

2 Gallons Flush... i a ro le CO) a atly 0) 

CT ae ES se ea Bn Asa8 200 
THE “C ©” WATER WASTE PREVENTER. 
Pull and Let Go Syphon Cistern, with Well. 

Silent in action. Absolute Certainty in Flush each time Lever is pulled. 


PassED BY THE WarTER Co’s. 


£0 11 6 each. 


2 Gallons, Painted ... 


3 nA a ven Bee one 015 0 


2 * Galvanized 018 6 
A hy ty 
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GALVANIZED 


TROUGHS. 


GALVANIZED PIG TROUGHS. 


Made of Plate Steel with 


Tron Legs and Cross 


Bars and Galvanized [se 54 ol 


No. 52 ...12- 


afterwards. Unbreak- 
able. 


Nos. 50 and 54 have Cross Bars arranged to feed 
No, 52 has Cross Bars arranged to feed 


No. 50 ... 8-in. Wide, in. Deep 
in. Wide 


With new Improved Cross Bars. 


2 ft, 3 ft, 


79 96 
86 99 


DOUBLE TROUGHS. 


No. 60 
GG vse Alice Rete: 
GES ton okie ae Be) ae 
LOS 5: 6ft. . «x liin 
HOGES ce ails x 20 in, 
LGD LNs uGribeues 20 in. 


HOt. waltike 1hTg, Webi in, S10 

6/3 7/6 8/9 103 12/3 139 15- 166 
10/9 123 1389 45) 47/- 18/- 
123 139 15- 166 18- 19/6 


3 6 xf s§ 9 10 


4 5 6 7 8 


10 ft. 11 ft. 
486 24- 24/- 
20). 22/6 25/- 
22-° 24/6 27)/- 
18 Pigs. 
10 11 12 


12 ft. long. 


11 12 


8 ft. long x lin. wide, Bars arranged to feed 10 Pigs 


Just Weaned 


For Stores... 


For Stores and Fat Pigs 


No. 59 
Sf. 4ft 5 ft. 


lin. Wide 


Gft, 7Tft. S8ft. 9 ft long. 


109 136 16- 183 24- 236 276 


Bars arranged to feed 3 1 5 


BG 39 Pigs, 


' 
| 44/- each. 

“ os (446 . 

1 18/3, 

& ~ ) 20/- ,. 

ead cs 

ce { 23/6 ,, 

NORFOLK PATTERN, with High Back. 

x Din, Deep. | 
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WROUGHT IRON SHEEP TROUGHS. 


WROUGHT IRON SHEEP TROUGHS, 


WITH INSIDE GSEAD AND STAMPED STEEL ENDS. | SAME AS BEFORE, EXCEPT THREE CROSS BARS IN PLACE 
14 ins. wide and 8 ins. deep, and stand 13 ins. from ground. | OF TOP RAIL. 
Wheels 8 ins. diameter. 


Galvanized after made, very strong and serviceable. 
No. 4... 8 feet long without wheels, and Top Rail...  23/- Galvantrediatter: made: 
2 Sy) Grthousay = 1 eee, sUacaela) No. 48... 8 feet long without wheels, and ‘Three Cross Bars 22). 
| » 8 8, witht ,, ” no 28/9 , 14 SL emewith 2 a5 a 7 25/- 
ae 9 ,, without, ye BEG rectbopemacie 7a nh as ; es 27/6 
» 5 nt with 2 2 aie y16 4. 9 4, without ,, i i 23/- 
» 6. 9 4 withd ae ae EAP ATG ame ; 7 263 
"Made from Galvanized Sheets. 1 4GRAAN OM ROMAIN a . 28/9 
No. 7 ... 8feet long without wheels and Top Rail... 18/9 ibaa trovwiGaiee Mend erate 
eB a. 8: fo owithyoamaee pee,. © are Rao): 
eT an. ee eee No. 419 ... 8 feet long without wheels, and ThreetCross Bars 
On on sath cn Pier. 0 20). RDO Mano cn th ay ” » 
tit. ey PeQiuemester;, with — ss ao 
5420... 9 ie Se ogre mack) Sy RART p ae al 
pe2B0 9 kw, f e 
nots wee OB err ame DS rete With: A'oly ee ts 
9-inch Wheels 4,3 extra on Two Wheel Troughs. 


All the above can be had with Outside Bead at 1/3 each extra. 
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TUBULAR BARROW. STRONG WROUGHT BARROW ON ANGLE 
IRON FRAME. GARDEN BARROW. 


COKE OR COAL BARROW. 


ROUND FRONT COAL BARROW. BODIES AS PACKED. 


ING FOUNDRY BARROW. 
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WROUGHT IRON WHEEL BARROWS. 


See opposite Page. 


Measurements. Prices, each. 


Length at | Length at | Width of |WidthofBot-| Depth at | Depth at | Japanned | Galvanized | Galvanized 
Top. Bottom. Top. | tomatBack.| Back. Front. | all over. | Body only. | all over. 


Pattern. 


25 inches | 15 inches 20 inches | 144 inches | 5 inches 9 inches 25/6 80/- 


29 \16h 6 9 33/9 


| 834 27, |18 s i 33/9 42/- 


Tubular Barrow. 


| 37 8 | el ae | 39/6 47/6 


| 98 8 5k F aoe 2 26/9 33/9 


Strong Wrought Barrow on Angle Iron : j 
Sa 5 eee , P 30/6 37/8 


34/6 43/6 


38 || 3 43/6 


Coal Barrow. | 
36/6 47/- 


Rounded Front Coal or Coke Barrow, Angle’ 38/3 52/- 
Frame and Steel Wheel. es é 
9 $ F : 42/00 57/8 


23/6 


25/- 
29/3 


Garden Barrow. | 
2 + 34/9 


Boy's Barrow. 


Gxtra Strong Foundry Barrow, 14 G. Steel 
Body, and 18 diar. Steel Wh | 


18 : 14. 56/- 


34 Gis th 18 I 18 ” 52/6 
Special Prices given for Quantities, also for Barrows made to Order. 
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EARTH CLOSETS. 


| MOULE’S PATENT EARTH CLOSETS. 


APPARATUS FOR USE IN CLOSETS. 


}) A Closet may be fitted with any one of the below-described forms 
of earth-closet apparatus so as to present much the same outward appearance 
as a water-closet of the best construction, and at the same time to be 
entirely free from its many inherent defects ; that which is at present injurious 
and worthless being rendered harmless and of value. Closets thus fitted 

o are in extensive use throughout the world, the success invariably attending 
their use being now generally admitted. 


Each form of apparatus throws one and a half pints of earth each time the 
closet 1s used. 


Apparatus No. 1, 
“ Pull-out,” is a somewhat 
rough-looking form ot ap- 
paratus, In this instance the 
charge of earth is delivered 
on the pulling out of a handle 
at the front of the closet. 


Price £1 16 O. 


Apparatus No. Ia. 
is similar toJNo. I., except 
that it is sent out on 
bearers, with seat fixed 
ready for placing in posi- 
tion. The seat is three 
feet long, but can be cut to 
any other length. Total 
depth back to front 2ft. 
34 in. 


Price £2 7 6. 


Norr—Apparatus Nos. I. and la. are constructed under a patent by Henry 
John Girdlestone and John Ward Girdlestone. 


Apparatus No. IL, ‘‘ Pull- 
up,” (New Patent), is an entirely 
novel and recently patented, but at 
the same time well-tested form of 
apparatus, and is, by reason of its 
very superior mechanical action, a 
great improvement in all respects 
on Apparatus No. I. The charge 
of earth is here delivered on the 
pulling up of a handle in the seat of 
the closet. 


ice £2 4 O. 


Apparatus No. 
Ha. is similiar to No. 
Il, except that it is 
sent out on bearers, 
with seat fixed, ready 
for placing in position. 
The seat is 3 ft. long, 


but can be cut to any 
other length. Total 
depth back to front 
2 ft. 3} in. 


Price £28 O O 


Apparatus No. IIL. © Self- 
acting”? (New Patent), is simi- 
lar to No. IL. except that the 
charge of earth is delivered, auto- 
matically, on the user of the 
closet rising from the seat. ‘This 
form of apparatus is invariably 
sent out with a deal seat 1 ft. 
10 in. long. Total depth back to 
front 2 ft. 34 in. 


Price £2 10 O. 
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EARTH CLOSETS. 


MOULE’S PATENT EARTH CLOSETS, 


“PULL-UP” APPARATUS No. Ib. 


Is similar in its mechanism to Ia, except that the charge of 


APPARATUS No. Illa. | earth is delivered on pulling up a plug which is in the seat 


of the Closet, The plug and the run under the seat are 


“ Self-Acting.” Is sent out on Bearers, fixed ready for of galvanized iron, This Apparatus is sent out on four 


encasing. legs, and with seat fixed ready for encasing. 
Total Depth, Back to Front, 2 ft. 3$ in. The seat is 3 ft. long, but can be cut to any other length, 


Seat 1 ft. 10 in. wide. Total Depth, Back to Front, 2 ft. 34 in. 


PRICE os 205 re as £2 8 0 
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EARTH CLOSETS. 
FOR THE HOUSE. 
This new departure in Earth Closet construction a oe peuuesctnchber eteLot varnished 
teak. TI ete with pai kets. 
is in all respects perfect. Every part but the te See OR icte icuspall and brackets 
hopper of unused earth is open to light and air. 
E : ate 
The closets are strong, and being very compact, 
may be placed in chambers of small size. 
«“PULL-OUT”’ PEDESTAL A. 
In most positions they require no other fixing aerate 
than can be effected by anyone capable of using a f 
z : y 1 ft. 8 in. cee from side to side. Hy 
screwdriver, and that in a few moments, or the a e 
Z 2 ft. 4 in. bc) from back to front. 
Company can fix them. = 3ftdin. .. high. 
“Pull-Out” Pedestal A. 
PRICE - - £5 10 O. 
Pedestal B is similar to aboye, but is fitted with “ Pull-up” action apparatus. Measures 2 ft. from side to side. 2 ft, 6 in. from back 
to front, and 3 ft. 2 in. high. Price £7 12 6. 


Pedestal C is fitted with self-acting apparatus. Price 757/200. 
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VERY POWERFUL GARDEN ENGINE. 


GARDEN ENGINE.’ 


new pattern Pump. 


15 Gallons .. £5 6 O 15 Gallons... 
24 6415 0} 2 
30 718 O | 30 
HOSE REELS. 
0 uF 2 3 
To coil | To coil | To coil | To coil 
Nos. rate (POTS | fi. | 3 
#" hose, | 


| 


Light Painted, each) {1/- 


Light Galvd. ,, 


Strong Painted ,, 


StrongGalvd. ,, 


| 10/6 | 13 
10/6 | 12/6 | 14 
10/6 | 15/9 | 18, 
12/- | 18/- | 20, 


Similar to No. 1; but lighter make, and fitted with 


ory 


oan 


10 Gallons 


14 


No. 3. 


FIRE HOSE REELS. 


‘This Reel is specially constructed to carry 


Leather Hose. 
mounted on wheels, and wood handles. 


Extra strong iron frames, 


| sth of | End Dia. of Pricey, 
Barrel. Barrel. | Galvanized. 
ff a | Zs @| 
et | 21 |4 16 oO 
i ee ES 0) 
| 
| 23 28 2100 
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WATER BARROWS. 


GALVANIZED WATER BARROW, with Spreader. 


Supplying a want long felt. Can be used as an ordinary Barrow 
when Spreader not required. 


40 gallons , 
50, ne | 


30 gallons 


GALVANIZED |IRON WATER BARROW. | | x» Fitted with Shafts for Donkey or Pony 


No. 1. 10 Gallons ... 26/6 each, No. 2. 15 Gallons ... 36/6 each. 
15 +. 80/- ,, | 20 + 40/- 
BSION a ol SOS, -. 49/6 


aOR ks, Hopes . 56/6 ,, 

If with Lip and Half-Cover, 5/6 extra. im 7: +86 Gallons 
| TT 
| 


Bf TT 
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WATER CARTS. 


No. 1. No. 2. 


: ee Water Carts have been made for use in the garden, pleasure grounds, cricket and football field, Their size being arranged to suit pony or horse. ‘They can be fitted 
with Pump for emptying cesspools, and a spreader can also be. fitted for distributing same over the field. Capacity, about 100 gallons, mounted on 42 inch dia. Wrought 
Tron Wheels and Tubular Shaits, é 


Price—No.1 ... © ... « £15 15 0 Price=No.2e.,00 aa. oo a 216160 
Exrea if fitted with 3in. Pump, 10 ft. Hose and Strainer. ... £8 0 O Exmna if fitted with Bin. Pump, 10 ft, Hose and Strainer... ... £3 O O 
» »  »» Detachable Distributor 215 0 +» 45 Detachable Distributor... 215 0 
» 9 4 Lim. Flange and Brass Tap o90 + a) Lim, Flange and Brass Tap 090 


No. 4. 


Strong Swing Oblong Galvanized Tank, with Hinged 
Cover, Wrought Tron Frame and Shafts, and large 
Wrought Iron Wheels— 


‘The Tank or Tub swings on strong Wrought Tron 
supports, and is readily detached from the Frame 
for filling or other purposes by tilting the shafts. 


Without hinged Covers, 


Wrought Iron Water Cart, with Galvanized Body, black under-work, 40 gallons £617 6 £676 
and mounted on Steel Wheels— eCune 926 850 
Size of Tank— ; 
About Galls, Length. Wiath. Depth. oO mu eee Wy ee 
100 4 ft. Bin. 2 ft. 0 in, 2 ft. £12 15 0 Oe s Soak Le ORS i ae ae 
120 4 By 24 45 24, 14 10 0 Highly commended, being strong, light, and cheap. 
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14 in. 


15 
16 


1 


19 


te ww we 
a 


o 


rs 


S 


2 sles te 
Inside Diameter at Top. 


Diameter of Bottom at Lag. 


WASHING COPPERS. 


STOCK SIZES AND WEIGHTS OF WASHING COPPERS. 


Depth of Sides. 


eee ed 


Contents in Gallons. 


Approximate Weights. 


= | 
11} in. 
12 
13 


13} 


bo 1 Bo 89 
C3 


mh ew wo 
PRESaan 
es 


Price per Ib. on application. 


CYLINDERS. 


COPPER CIRCULATING CYLINDERS. 


Length. Weight. | Diameter. Length. ‘Weight. Contents. 


Inches. 5 Inches. | Inches. 5 Gallons. 
20 


24 
24 
24 
24 
24 
24 


These Weights are only given approximately, and are not guaranteed. Price per 1b. upon application. 
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BOILERS. 


COPPER BACK BOILERS. 


Prices quoted upon application, giving particulars. 


SIZES AND AVERAGE WEIGHT OF COPPER BOILERS AS Fig. A. 


Frontage SS; wb oe. H 2 8 | 4 5 16 inch. 


Average Weight 3 2 Bi haaar se | al |) 8 84 Ibs. 


Contents 6 galls. 
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WROUGHT WELDED BATH BOILERS. 


No. 2B, with 5-in. Flue. _No. 2D, with Arch Flue. 


PRICES. 
No. 2, Plain Bath Boiler. 


High Bot. Top| 10 in. wide 
T2x1lx 7 : 34/- | 36/- each 
10x10x 7 } 
9x 8x 6 | 


No. 2A, with Arch Flue. 


BOILERS. 


WROUGHT WELDED BOOT 
BOILERS. 


Made from 5/16, 3/8 or 1/2 Plates, 
as required. 


t 


(Gi mnt 


No. ; 3& SE. 


| 20 in. wide 
ae | 45/- each 
| 43/- 4, 
ecierees 


High Bot. Top| 
Lx12x 9]: 
Mase Lx) 7 
10x10x 7 
8x 10x 
Tx 9x 


No. 2B, with 


High Bot Top 
12x12* 9 | 


5 in. Flue. 
10 | 


| 20 in. wide 
/- | 50/- each” 


No, 2D, Arch 


ed Leamington Boiler, 


High Bot. Top 
7x 14x12 
6x 12x 10_ 


fi 16 | 18 
39/- | 41/- 
35/6 | 87/6 


io | 12 
B3/- | 3 
| 29/6 | 31/ 


33/6 


43/- each 
39/- 4 


Prices, including One Round Manhole and Cover. 

No. 3 & 3E. 3/8 Plates. 

eal 14 
68/- | 73/6 
72/6 oe 


5/16 Plates. 1 


l4 


16 in. wide 
79/- each 
84/- 5, 
B9i- 


16 in wide] 


Ea 
24 | 69/6 7 


| No. 3A. 3/8 Plates. 


s 18in. high 


24 


| 1Gin, wide | | | 16 in. wide 


“10 
98/- each 


80/- 
| 83/6 


win 

7B)- 

82/- 

B8u/- | 86/- 


| i 
86/- | 92 
| 90/- | 96/6 


each 18 in. high 
71j- 


(ee | 108/- 2 


3D. 


5/16 Plates. 


3/8 Plates. 


20 in. wide | 


Boilers 18 in. high 
» 21 
aeee 


| 108/- | 113/6 | 


10 12-{ 14 | 16in. wide 16 in. wide 
92/6] 94/- uy 113/6 each | Boilers 18in. high) 109 
90/- | | 106/- 1216, 21 or | 117/6 

wel WEE os poeta: slObtitd 


These Boilers are sent without Manholes unless specially 
ordered, and when ordered are charged extra. 


No. 4, ELL Boiler, 6d. per Ib. 
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Independent 


Dome Top Boiler. 


PRICE LIST, including one 2-in. Flow {and one 2-in, Return 
Wrought screwed 


Sockets, and two Mudholes as shown. 
flanges can be fitted when required, 


Wrought-Welded “Royal” 


BOILERS. 


This pattern is similar to our “ Popular,” but 
the space between the Fire Door and Feeder is made 
of solid iron, instead of the usual Waterway, as in 
some cases where the water deposits hard sediment 
very 


rapidly, it is liable to collect at the point just 


above the Fire Door, and if not immediately re- 
the Boiler. In 


places where the water is very hard this pattern 


moved may permanently injure 


may probably be an advantage. 


- ‘Outside 
:. Rowallan eee : i 
= nthe eating | Powe. | Beets seus PRICE OF BOILER. Brioay Be 
: pice. Powerin | 212°, | 190° F. | 9, = aacea a 
High. Diam, | 42: Pipe. | per hour. | per hour. | “ing . in, 
in. feet. gallons. gallons. | in, & a. 48 4 ae oer 
1 13 110 22 44 5 8.00 9 5 0 Pet 6 { 
e| 13 26 oo | 5 #10 0 917 6 tree. oy 
3 15 32 | 64 | 6 10 0 0 1iz6 112 6 | 
4 x 1b 39 | 78 6 16 0 13-2 6 112 6 
5 x 15 46 | 92 6 1210 0 i} 1410 0 112 6 
6 Sahin |= 05 110 7 16 10 0 180 0 1176 | 
ye x 18 64 128 is 1600 1812 6 117 6 | 
8 x 18 3B 146 if 1712 6 2010 0 LO TenG bl 
9 x 91 4 168 vd 19:12 6 23.0 0 276 iT 
10 Feu 95 190 7 210 0 2410 0 27 6 
11 <2 105 210 7 23:10 0 27 5 0 276 
12 «x 21 ua 284 7 2515 0 29 7 6 276 
13 x 2b 3 226 7 iets, 32 0 0 Sm ORO mm 
4 x 24 122 244 7 3015 0 8510 0 300 
16 x 28 133 266 ui 8210 0 37 15 0 27070) || 
‘6 x 24 144 | __ 988 i 340 0 3910 0 B00 | 
7 x 80 162 B24 8 3710 0 4110 0 45 0 
18 x 80 188 876 8 4500 | 5200 450 
| x 86 202 404 9 a0 0 | 54 0 0 3100 
20 ! x 36 232 464 9 57 (0 0 64 0 O 510 0 


India-rubber Rings for making joints for Mudhole Covers can be supplied at 6d, each, 


Rings will not be supplied unless specially ordered. 
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BOILERS. 


Wrought-Welded “Popular” 


With Waterway Bottom. 


Independent 


Smoke Flue fitted with Slide Damper, 


Dome Top Boiler. 


in, Sockets, and three Manholes . 


PRICE LIST, including two % 
and Covers as shown. 


For Low Pressure Hot Water Heating. Wrought screwed flanges can be fitted when required. 


q ing ) Outside 
si Actual Heating | Heating | 4. | 2 OF 
Outside eadtngit|Powarto|| (ower aa eae PRICE OF BOILER. | 
Sizes. Poworin | 219°. | 180° F. | gioke | an | a4 
Hight Diam, _| 412. Pipes. | por hour.| per hour. | "figg, ween. Plates. | f-in. Plates. 
in. in. | feet. | gallons, in. Paras 
30 x 18 24 5 710 0 
32 5 8 0 0 
32 inp 910 0 | 
40 6 1010 0 
46 6 1115 0 | 
40 | 7 | a Beas 1415 0 
46 6 15 5 0 
52 6 16 7 6 
46 | \Wibais 18 12 6 
52 | 7% 1915 0 
58 7 92 0 0 
64 |) ae 24 5 0 
Eve line 7am eee onan ene 
60 ¢ o | 840 
66 144 oe Oy Ui ser an 
72 156 jee 0 37:10 
60 | 170 8 0 110 
f 72 200 8 3 0 50 0 
60 208 9 a 00 =| «of 0 
2 544 9 0 62 0 


Cross Tubes can be welded into Fire-box to increase Heating Power. 
rubber Rings for making joints for Mudhole Covers can be supplied at 6d. each net. extra, but will not be supplied unless specially ordered, 
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BOILERS. 


Largest Fuel capacity of any Cast Sectional{Boiler on the Market. 
12 hours with one charge of Fuel. 
Large percentage of Direct Fire Surface. 
Rapid Heat Transmission. 
Highest Fuel Efficiency. 
Greatest possible Economy. 
Least Attention. 


Each Boiler is fitted with Socketed Smoke Pipe with Soot Door and Air 
Register. _ Damper operated from front of Boiler. 
Elbow Smoke Flues can be fitted if desired, 
We recommend every Boiler to be covered with Non-conducting Asbestos _| 
Cement which effects a considerable saving in fuel. 


This is our smallest size of Cast-Iron Sectional Boilers. We havea very large number in use and they | 
continue to give satisfaction. 
It Is an exceedingly cheap and economical Boiler, — Each'Section is connected by Slip Nipples. 


Will burn for 12 Hours without attention. 


No. I Pattern, “Solar” Cast-Iron Sectional Boiler. 


For Low Pressure Hot Water Heating. 


| Price of Non Heating | 
fength Heatmg | He 
No. Naot excuse o | Fach | gomucting | payer yh, | ue EES || payer, 
Setonilswoke Flue, | CSPAGIY~| vering Botlers| Pipes (ft. Radiation.) oi, 

a a, ins. |cabie_ fe | = ad Siar tee 
uw 4 a | 0 10 0 330 47520 | 8 5 0 
15) | 15 | 0 12 0 2 | 410 59040 9 45 0 
1 405 | 0 14 0 410 490 70560 | 11 5 0 
7 | 20g 493 | 0 16 0 415 | 570 82080 13 0 0 
18 | 3 5.60 44:10 0 


Width across body 17 inches. Ileight from Floor 40 inches. 
PRICE LIST, including Two Flow and Two Return connections, 


0 18 oul 542/650 9360 | 


Back Section can be supplied with 1} in. flow off the back: 
for Safety Valve, 
Stoking Tools, 7/- per set extra 
Extension Pieces for Bases £1 14s, Od, each. 


Flow and Return Sockets can be fitted on any Section, but two Cast Sockets can only be put on 
alter nate Sections. ‘Tapped Holes, however, can be put on consecutive sections, 


Additional Straight Sockets, §/- each nett. Elbows, 7/- each nett. 


We yuarantee our Boilers will do the work specified, but it is advisable, and more economical, 
to have a size larger than actually necessary. 


# in. hole on top of First Section 


Extra Middl 
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BOILERS. 


No. 2 Pattern, “Solar” Cast-Iron Sectional Boiler. 


For Low Pressure Hot Water Heating. 


We recommend this Boiler with every confidence, as there are many points of advantage peculiar to this Boiler which are not obtained in similar Boilers of other makers. 


Width across body, 24 inches. Height from floor, 48 inches. 


Each Boiler has two blank places in back for connecting copper coil 
in fire-box for separate hot water domestic supply. PRICE LIST.—Including two Flow and two Return Sockets. 


Stokin is extra, . | 
‘ing Tools extra, 16/0 per set. eel | aaah 

exclusive | Diam,| conducting | Heating | Heating | Heating Power 
of Fuel |Grate Area |_ of | Cement for | Power | Power in B..U, 

Smoke | Capacity. |Smoke| covering |t-in. Pipe,| in sq. ft.| per hour. 


| 
Z-hole on top of Front Section for safety valve. The Back Section | 

| 
| | Flue, | Flue. | Boilers, radiation, 


can be provided with a 2-in, horizontal flow off the back. 


| 


ft. 


Sovcnmesaak 


cubic ft, 
3-50 
475 
6-00 
1-25 

Sockets can only be placed on alternative Sections, but tapped holes 8:50 


can be put bi ‘ions. oats 
Ye put on consecutive Sections. 11.00 


Flanges, as desired. 


j 
Boilers are supplied with 2, 3, or 4-in. Caulking Sockets, or Screwed 
| 
625 | 750 108,000 


Additional Straight Sockets 5/O each nett, Elbows 7,0 each nett. 


‘750 900 129,600 


Flow and Return Sockets can be put on any Section except Back and Front. sft 
1200 
1400 
1600 
1800 
2000 


1200 172,800 
1440 207,360 
1680 241,920 
1920 
2160 
2400 845,600 


Bonnkkouwo 


cooccosocof 


eayeaea 
Sahaha 
mrmwore ees | 
esccoosaom 


Extra Middle Sections, with Nipples and Extension Pieces for Base, £4 each, 12:25 
2 5 13°50 


| 
| 
875 | 1050 | 151,200 


‘We guarantee our Boilers will do the work specified, but it is advisable, 
and more economical, to have a size larger than actually necessary. 
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Hand can be changed by screwing bend 
into nut on opposite side, 


TOP INLET. 


The “Simplice” Geyser can be 
fitted with “Top Inlet” either 
with or without interlocking Taps 


at same prices. 


“SIMPLICE’’ GEYSER. 


“SIMPLICE” GEYSER. 


(Patent.) (DIRECT HEATING.) 
A really satisfactory Geyser at a low price, suitable for Bath or similar purposes only, where Hot Water is 
required at a temperature not exceeding 80° above cold water (120°—150°) 
SPECIAL ADVANTAGES. 
No small holes, tubes or chambers. 
Cannot be affected by hard water. 
Explosion or Bursting quite impossible. 
Practically no internal parts, the water forming its own heating surface. 
Nothing to get out of order or wear. 
DOES NOT DEPEND UPON SOLDERED JOINTS. 
Does not require water pressure. 
Equal or superior to many expensive patterns in appearance, durability and efficiency. 
Great economy of gas; cost for bath two-thirds of a penny. 
Interlocking gas and water taps prevent burning by careless use. 


NOTE—The low price of the “Simplice” Geyser is possible owing to the simple construction and large sale ; in 


PRICES: Made in STRONG COPPER firotebout (Cast-Iron Burner), interior tinned, 


exterior polished and lacquered. 


| =f PRICE, A pattern, 
Diameter. |Gas Supply |PRICE, with interlock- yf} Lice ered 
Gnside). | ing Gas & Water Taps.| “1 oe oaty, 


| Hot Bath | 
in 


minute 
|(40 degrees). 


Height. 


No. 9, with inter- 


locking taps 15 mins, | 2. Gin. | 9 in, | 4 im, £312 6 £3 26 


| 
No. 7, with inter- | 
locking taps, as | | 
shown. « | 2 w nae aft. din. | 10, | § in, 


On Cast-Iron Wall Bracket instead of feet at same prices. 


No. 8, with inter- 


locking taps... Eke, 8 ,, . | Sf. din. | 18, ,, 


efficiency, quality of material, ou aay and finish, it is Toe to the most expensive types. 
Hi 


*Plowing at these rates the temperature is raised 40°—e.g., from 60° to 100° Higher temperatures (up to 80° above cold water) 
are obtained by reducing the flow, 
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«LIGHTNING *’ 


“LIGHTNING” GEYSER. 


With Patent Automatic Valve. 


“SEALED” SYSTEM. 
(Patented, Registered.) 


GEYSER. 


This ‘ Lightning” Geyser is made throughout of best quality stout sheet Copper. 


The inside chambers and water-ways are carefully coated with pure tin, the outside is highly polished and lacquered, 


presenting a very handsome appearance. 

The water in heating is entirely sealed from contact with the gas fumes. An improved swing-out burner is fitted for 
safety in lighting, and the Patent Automatic Controlling Valve prevents the gas being fully alight unless the water is running 
through the Geys 


If the water fails or is turned off, the Automatic Valve closes instantly, and turns the gas down to a pilot light. 


Ts 


as and 


The “ Lightning” Geyser is complete with ater taps and unions ready for fixing. 


The brass work is of the best quality, London made. Only the best materials and workmanship are used in the 
manufacture. 

The “ Lightning” Geyser will produce boiling water as well as hot water, which may be used for drinking or cooking 
purposes. 

Recent exclusive improvements and patents have produced in the “Lightning” Geys most perfect water heater, 
having many advantages and giving a convenience and safety in use which is not to be found in a Geyser of any other 


maker, 


Sizes and Prices with Patent Automatic ‘‘Dual”’ Valve. 


Gas supp Water Supply. Prices, 
List Heats Height. Thalde diese, 

He per minute, inches inches. inches. 2 a a 
4D 14 galls. . 26 3 Fy 5 50 
3D 25s 2 quarts. 27 $ é ST 0! 
2D clean “ Sh ap 30 : i a 990 
1D ae a 1 gall. 35. sen 1 ik 41411 0 
0D i i 2s 39 iy 14 2010 0 
10D 16 ” ee 60 if 2 5210 0 


The above prices include taps and unions. 


NOTE.—The “Lightning” Geyser is so arranged that it will also supply hot water to lavatory basin. 


Where a direct connection for the cold water supply is taken from the main, we have introduced an adaptation of the “Dual” Valve, which has been arranged to meet the Water’Co.’s 
requirements which will not allow a direct connection between the water main and the Geyser. Where the Geyser is to be fitted in this manner, when ordering please state with 
“Rotary” Valv 


The temperature of the water flowing at the above rates per minute is raised 4o degrees Fahrenheit above that of the cold supply. 


‘The temperature may be increased or diminished according to the size of the stream. 
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“Cottage ’’ Bath. 


A wellmade Sheet Metal Bath, fitted with brass plug, union and over- 
flow, 18 in. deep inside, on ornamental feet. 
inside, and dark green or oak outside. 

PRICES. 


‘Tinned or Galvanized 
Tron. Stout Zine, 
£ 8 a £s a 
5 ft., or 5 ft. 8 in, long inside 3 42 6 3 15 0 10 0 0 


ft. 6ins. long inside .. .. 3 15 0 317 6 10 10 0 
If fitted with J in, hot and cold cocks and standing quick waste, extra 22 12 6 
Can be supplied dimensions modified and japanned to any colour at a small extra cost. 


Enamelled white or white marble 


Copper. 
Th 


‘Taper sides, flat bottom, single outside rounded bead without exposed edges. 
Waste Cock, 7 inch at head, Handle at cach end, Mounted on three wheels 
with solid india-rubber tyres. Front wheel swivelled. 


Enamelled white or sea green inside and grained oak or dark green outside: 


DIMENSIONS. PRICES. 


Length Length Width Width ‘Total Depth 
overall, inside, inside inside height. inside. 
athead. at toe, 

Inches» Inches, Inches, Inches, Inch 
69 66 25 18 oT 20 £12100 £8 5 0 
63 60 24h 018 26 20 £11100 £715 0 


If made with parallel instead of taper sides, Copper, Zinc or Iron, extra £1 10 0 


Copper. _ Stout Zine or 


Galvanized Iron, 
Inches. 


The shape of the roll may be altered to suit special requirements at slightly 
increased prices, 
‘This Bath is also made with four wheels and drag handle or to any shape or finish. 
prices quoted on receipt of details. 


No. 25. 


Full size, 5 ft. 6 in. long, 21 inches deep inside, with rolled top, on 
ornamental Cast feet, with plug and bent union for waste, and overflow pipe at 
narrow end, Enameled sea green inside and dark green outside, or usual white 
and oak, 

PRICES. 


Copper. 
& sa 


1200 
180 0 


Galvanized Iron, 


Bath 5 ft. 6 long 
Bath 6 ft. long 
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GALVANIZED IRON AND ZINC BATHS. 


EQUAL-ENDED LONG BATHS (Beaded). 


Strong 


| | 5 ae aa ist 
. a trong: 
| Hees ale ‘ j Inches. | Tinned Iron. | 
| 25 72)- 36 2716 |e oa eee cae 
| 286 80/- 42 OE VW one |p anon | 
32/- 90)- 48 40)- 26 14/6 
43 - 140 - 54 aaj), | 30 | 18/- 
i 50 - 4127/6 60 48/6 36 22/- 
| 55/- 140-66 52/6 || 39 26/- 
| 
OXFORD HIP BATH. THE POPULAR SPONGE BATH. SITZ BATH. 
Enamelled White inside and Oak outside. Enamelled White inside and Oak outside. With Flat Bottom, No Arm Rests. 


Enamelled White inside and oak outside. 


Strong 


Strong Strong 


Inches. 


Tinned fron, | Stout Zinc. Copper. ines, Tinned fron, | Stout Zine. | Copper. Inches.| pinned fron, Copper. Zinc. 
| | | 
| - | | | 
| | | Inches 
38 30)- 32)- 78/6 | 32 276 27/6 63 - 38 246 58/6 29 | 26/6 
40 35/- 35/- 85- | 36 30- 80/- | = 73/- 37 68/6 | 32 | 29/6 
| | | 
44 42/6 376 976 40 34/- aay, | s5/- 40 | 33) 78/6 | 85 | 382/- 
| | 


Cheaper Make, with wired Top, 36” Tinned 
Tron, 22/6. 
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GARDEN FURNITURE. 


No. 499,—Folding Chair, iron 
back splines, wooden seat, oak 


painted. Price 4/3 


pitch pine, varnished ; 


Price 5/- 


No. 426,—Folding Chair, splines, 


ironwork 


painted, varnished and bronzed. 


| No, 427,—The Park Chair, as 
supplied to the London Parks; 
painted green. This is an excep- 
tionally strong folding chair. The 
back spline and front spline of 
seat are of beech. 
Price 7/- 


No. 417.— Folding Chair, iron back 
splines, wooden seat, oak painted, 


Very light, strong and compact. 


Price 4/6 


No. 
Balance Seat. 
swing back into vertical position, thus keep- 


430.—Folding Chair with Swing 


The Seats are made to 


ing them dry and clean. Woodwork green. 


Price 12/- 


No. 
Spring 
back. 


197. — French 
Chair, straight 
Price 44/- 


No. 152.—French Spring 
Arm Chair. 


| Price 26/- 


No. 401.—Lawn Chair, iron painted, 
varnished and bronzed. | Wood 
pitchpine, varnished. 


Price 8/- 
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GARDEN SEATS AND TABLES. 


ADMIRALTY SEAT, This seat is made very strong with extra Strong Wrought Iron 
Ends, and has been selected and supplied by us to the Admiralty as 


the most suitable for hard wear. It is made of the very best woodwork. 


Japanned three coats. Grained Oak. All Bolts Galvanized. 


Size 5 fect ... (2 legs) «.. Price £1 4 0 


hx wo Ke a8 oe ee 0) 


oe Ss Kt: soe a 0 


No. 198. TABLE, 


With pitch-pine top, varnished; iron 
painted, varnished, and bronzed. 
Very strong and durable. 


No. 136. FOLDING TABLE. 


Diam. 22 24 ins. 


Size 86 in. x 24 in. Price 28/- Prices 8/6 


— — ! - 
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GARDEN SEATS. 


A Good Serviceable Seat, suitable for Public Place or Re--~xtion Ground, 
is made with Strong Wrought Iron Spring Ends and Laths of best Quality. 
Japanned three coats, Grained Oak. All Bolts Galvanized. 
Price 20 19 O 

Paneer 0) 


Size 5 feet 


No. 5. 

The Best and most comfortable in the Market. Its special feature being 
the construction of the ends, which are double, thus giving an easy and 
pleasant spring to the back; made of best quality, Japanned three coats, 
Grained Oak. All Bolts Galvanized. 

Size 5 feet Price £1 14 O 
» £116 0 


This Lounge Seat has Strong Wrought Iron Ends, best quality, Japanned 
three coats, Grained Oak, ‘These are specially prepared to withstand the heat 
of the sun, being passed through heated stoves in the course of manufacture. 
Price £1 7 O 


» £110 0 


Size 5 feet 


A most comfortable Seat, suitable for Park or Tennis Ground, well 


made and Japanned, 


Size 5 feet Price £017 6 
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GARDEN ROLLERS. Se 


DOUBLE CYLINDER GARDEN ROLLER. 
No. 211. 
This is an entirely new model. The Barrels have a full rolling width to size 
listed on the flat, long turned bearings, round edges, solid ends, and planed 
centre joints. They are fitted with strong steel axles and wrought handles 


with Improved Cast Bracket and Medallion, very substantial and attractive in 
appearance. 


e 
g 
3 
n 
of 
3 5 
° 
5 % 
© & 
> > 
¢ J 
Ss a 
7) ° 
2 g 
be) 
a > 
g 
Bs g 
3 $ 
s 
€ 
E 
Ss 
rs} 
44x 14 ins. 1616 ins. 18 x 18 ins. 20 x 20 ins. 22 x22 ins. 24x 24 ins, 
Owt. Qrs. Lbs. Cwt. Qrs. Lbs. Cwt. Qrs. Lbs. Cwt. Qrs. Lbs, Cwt. Qrs. Lbs. Cwt. Qrs. Lbs, 
1 3 6 2 af 0 2 Sua 3 1 7 4 0 21 42 4 
40/- 42/6 48)- 55/- 65/6 81/- 


Fitted with Patent Seraper—4/6 extra on sizes to 18 in. ; §/- extra on sixes to 20 in. and over. 


THE NEW PATENT WATER BALLAST GARDEN ROLLERS. 


An ordinary 24 inch Roller weighs 3} cwt. 
weighs 7 cwt. 


The New} Patent, when loaded, 
The latter is, therefore, not only more effective, but in reality cheaper 


than other kinds, and the advantage of having in one roller either a heavy or light 


implement. 


Diameter and = PRICES. 


“Weight empty. | Weight Full. | 


| (Widthe |__ Single Cylinder. | Double Cylinder 

Inches, Gril am Ieerl|Vowlecart ibs |< 2 all 6) aad 
eles Pe 1 0 0 | 846 6 | 

| 21 pa jen 5 yO) 415 6 5 8 6 

| x AEs SO A a ah || Ee Eb Gp Ge oe GB 

x 2 Tn vie ae O)  @ @ 7 0R0) 

x Gao. 0) ie 0 t 818 6|10 420 

300 x FORO: IL SMOM OOM TS 5 2G tt OO, 

36 x 1612) (0) 2 0 0 |14915 0 |22 6 8 


*The weights given are for the standard pattern Rollers with single cylinders, 
as illustrated. 


‘The double cylinder rollers are heavier when empty, but hold less water. 
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THE GENUINE PHILADELPHIA LAWN MOWER. 


“The KNIGHT.”’ 


6 Blade Wiper. 
10 in. Drive Wheels. 


Unequalled for General Use. 


The “ Knight” Mower with its many points of excellence in 
construction, is the result of the longest experience in the manufac- 
ture of Side Wheel Mowers, and we guarantee perfection in every 
detail. 


All Genuine Philadelphia Mowers are constructed without a 
rod running through centre of wiper, thus allowing larger case- 
hardened bearings to the Wearing surface of the Wiper Axle, and 


so ensuring greater durability. 


Some unscrupulous Makers having appropriated this Special 
Design of our Wiper, makes it necessary for the Trade to insist upon 
having the Genuine “ Philadelphia,” with the name “‘ Philadelphia 
Lawn Mower Co.,” cast in the Wheel, 


Width of Cut 12 in. 14 in. 16 in. 18 in, 
Price + £2150 £330 £3 100 £400 
Grass Boxes 71/6 86 96 12/- 
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LAWN MOWERS. 


THE GENUINE PHILADELPHIA LAWN MOWER. 


“The WILLIAM.” 


5 Blade Wiper. 
8 in. Drive Wheels. 


For Ladies and Amateurs. 


This Mower has long and large bearings which reduces friction 


to a minimun, 


Tt runs exceedingly easy and is well adapted for use 
by Ladies and Amateurs, 


Being sold at a medium price it 


commands a very extensive sale wherever introduced. 


The bottom knives of all Genuine Philadelphias are made of 
the best tempered Crucible Steel, which makes them practically self: 


sharpening when properly adjusted 


The Wearing Parts for all our Mowers are interchangeable, 


and a full stock is kept at our London Warehouses, where repairs 
are also undertaken, 


Width of Cut 10 in. 12 in. 1d in, 16 in. 
Price .. £176 81120 £1160 £20 
Grass Boxes 6- 7/- 8/ 9) 


a 


LAWN MOWERS. 


THE “ MAYFLOWER” LAWN MOWER. 


Specification :— 


Five blade ; g-in. strong half open driving wheels ; extra large 
cylinders ; blades and under-knife made of best Sheffield steel, 
oil tempered ; adjustable half-box bearings on cylinder shaft ; 
stout connecting rod ; extra stout axle shaft on side plate ; close 
cutting ; extra easy running, simple construction ; perfect adjust- 
ment ; maplewood handle and roller ; each machine in separate 

packing case—packed in wood wool—steel hooped 


Width of Cut 8 in. il 12 in. 14 in. 
Price ... £100 £110 £120 
Grass Boxes 46 5/6 6- 


THE PATENT “EXCELSIOR” LAWN MOWER. 


This favourite Machine has valuable 
improvements. It cuts the grass per- 
fectly, whether wet or dry, long or 
short; it makes “no ribs,” and does 
not miss the bents, but leaves a 


beautifully smooth surface on the lawn. 


8 in. Machine one in. Machine 
10 ,, » 
tA ee, 


20 in. 


Grass Boxes—8 in, and 10 in., 5/-; 12 in., 14 in., and 16 in., 7/6; 
18 in. and 20 in., 10/- 


THE PATENT “NEW MODEL” LAWN MOWER. 
Chief Advantages. 


Good quality of work. ’ 
i Variety of work. 
Lightness of draft. 


Simplicity of construc- Will cut verges and 


tion. borders. 
Easy to adjust. Will cut banks and 


Facility for sharpening. slopes. 


Efficiency in collecting j ; ; 
grass. : Will cut high grass. 


6 in. Machine... 
Soy Room nt 
Oi ak Oe eb vet's 
iD a SOS 
Collecting Boxes Extra. 
For 6 in., 8 in., and 10 in. 5/-; For 12 in., 14 in., and 16 in, 
For 18 in. and 20 in., 10/- 


4 in. Machine... 
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LAWN MOWERS. 


GODIVA LAWN MOWER. 


The following are some of the mechanical advantages combined in these Lawn Mowers. 


1, They are driven by a specially made patent forged steel chain perfectly 
silent in action, and presenting a very large wearing surface. Unlike other Lawn 
Mower Chains, this one has no pins, and therefore stretches less in work. 

2. The knives are made with bevelled edges, and are set at a sharp angle 
of cut, thereby reducing the friction and lightening the draught. 


5. The machines commence cutting the instant they are started, owing to 
their being fitted with a triple-action ratchet in each roller. 


Prices. 


s wide can be worked by a boy nes 
4 strong lad 
man 


man and a boy 
two men ... oo 
donkey or small pony 
donkey or pony ... 
pony”... 
The improved lever side delivery apparatus can be attached to the 24 inch, 
27 inch, and 30 inch Machines for 30, - extra, 


SRHROOCAAAAAH 


The prices of the 24 inch, 27 inch, and 30 inch Machines, include whipple- 
tines and drawbar for donkey or pony power, they can be added to the 21 inch 
Machine for 40/- extra. 


GREEN'S “SILENS MESSOR” LAWN MOWER. 


Single-Handed Lawn Mower. 


To Cut 6 inches 
” & 
10 


Can be worked by a Lady. 
i y Youth 
Man. 


Man and Boy. 


ecoooococoe 


The handles of these Lawn Mowers can be raised or lowered at pleasure, to 
suit the person using the Machine. 


Drawing Rope and Handle supplied with all Hand Machines from 16 
inch size and upwards. Price for Rope and Handle for smaller sizes, 4/6 extra. 


If desired, the Machines can have provision made for working them either 
with or without the front rollers, and also for having a loose cylinder cover 
fitted on, which would permit the grass to be delivered behind the Machine 
when it is wanted to work without the grass box. 


The Machines are sent out on small open Platforms, for which no charge is 
made. 


Packing Cases are, however, supplied to order at the following low rates, 
for the 6, 8. and 10 inch Machine, 3s. ; 12 and 14 inch, 4s.; 16 inch, 5s.: 
nd 20 inch, 6s. ; 22 and 24 inch, 7s. 


Buyers are recommended to purchase the cases in which to put the 
Machines away when not in use, to prevent them from getting damaged; if 
returned, two-thirds will be allowed. 


Packing Cases for Export are charged a little extra, as they are made very 
strong. 


Carriage Paid to the principal Raitway Stations in the United Kingdom. 
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GARDEN LADDERS, 


for Pruning, &c. 


Black, 


Galvanized. 

16)- 
24). 
31/9 


This BICYCLE HOUSE 


is made of Wood Framing and Corrugated Iron Top, Match Board 
Sides, Ends and Door, and 1 inch Flooring. 
Size 6 ft. 0 in. x 3 ft. 9 in. x 4 ft. 6 in. to eaves, 
4 or 


Size-6 ft. 2 in. x 3 ft. 2 in. x 4 ft. 6 in. to eaves, 


TASES eoes 56 oe see £4 15 O each. 


WROUGHT IRON 
| BUILDERS’ LADDERS. 
Light and Strong. 
Black. 


This will be found the most perfect apparatus for 
Watering Lawns, The Head revolves automatically, 
throwing a shower of water like light rain over a space 6 ft. 
of 20 to 30 feet according to pressure. It can be used 
as a fountain by changing the Ball on the top. Abso- 
lutely the best arrangement for keeping lawns green | 12 ft. 
during dry weather. 
Price, with 4 arms 
Price, with 8 arms 


Galvanized. 


20/6 
24/6 


FENCING. 


CONTINUOUS FLAT BAR FENCING. 


fete, NWSW i's 


‘This Fencing is made with the top bar of round iron, and lower bars of flat iron, placed edge upwards. The Standards are generally placed 3 ft, apart, 
with a joining Standard every 15 ft. ‘The flat bars are secured to Standards on the notch and wedge principle (see engraving below), which firmly holds the 
Standards in their upright position, All the flat bars are notched and wedged at the joining Standards, thus rendering the withdrawal of the horizontal 
bars impossible. 


Enlarged view of flat horizontal bar, showing the notches which fit on to the Standard 


Plan of Standard showing the overlap joint, and with : , 
wedge over bars, with the split tumed up, which pre- Plan of fixing the horizontal bar to Standard, showing 
vents the moving out of its vertical position. Split wedge as it would be driven f 
the flat bar with notch and wedge over the top. 
into the Standard. 


FENCING. 


; 
: 


CONTINUOUS FLAT BAR FENCING 


ications and Prices. 


Extras per yard, 


| Height 
above 


Ground. 


Fences 


suitable for Estimate. 


ft. 
Sheep and 6 


| Ground. | Standards. | Standards. 


| inches. 


Size of | 
_ Joining 
Size of 
‘ate. Standards, 
Intermediate, ated 15 ft 


Distance 


Depth 
apart of 


under 


No. of 
Bars. 


Size of 
Top Bar, 


Size of 


Lower Bars. 


Prices per 
yard. 


Additional | Tf with Square 
Flat Lower | ‘Top Bar instead 
Bar. of Round, 


12 


Rouné. 


£ in, 


Flat. 
1x}in. 


per yd. | in. 
43d. | 48, square 14d. 


44d. 


Light Cattle 3 


General 
Purposes. 


gy | xd 4a 


Heavy 
Stock. ? 5 4 


and Rivets Complete, 


Prices INCLUDE One Coat Black Varnish before leaving Works, with Wedges 
and are for quantities of not less than 50 yards. 


If coated with Boiled Linseed Oil. or one coat Red Oxide Paint, instead of Varnish, price 13d. per yard extra, 
Cast Iron Terminal Pillars, with self-fixing bases, up to 3 ft. 9 in. high, price 15/9 each; up to 4 ft. high, price 16/6 each; up to 4 ft. 6 in, high, price r8/- 


each extra. 


View showing the Prongs rivetted 
to Standard, 


View showing Standard and Prongs 


before rivetted together. IMPROVED DOUBLE-PRONGED STANDARDS. 


The usual welded pronged feet of Fencing Standards are very apt to break 


off at the ground line, but the rivetted pronged Standards, as shown on annexed 


drawings, altogether prevent this possibility. 


Another advantage is that at the ground line, where corrosion is most likely 


to take place, there are dire thicknesses of iron, thereby considerably strengthening 


the Standard and greatly increasing the durability of the Fencing. 
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FENCING. 


WROUGHT IRON CONTINUOUS ROUND BAR FENCING. 


The aboye Fencing is made with all the horizontal Bars of round iron, connected with ferrule joint. 


Specifications and Prices. 


| ; : Extras per yard, | 
; Height | Depth | Distance | Size ot | Size! q ; We givece lceuces nee | 
Fences euitable | yastimate.| above under | apartof |Tntermediatel Joining | yare" | won'per. | Lowes Bare. | eee" | additional | If with Square Top 

: | Ground, | Ground, Standards, | Standards. | Standards. : 4 [panes Round Bar instead of 


Lower Bar. Round, 


i 
nd. | 


| No. . in, | inches. | | Round. 
Sheep and (| 10A aaa: 


| 1 
Light Cattle 7) 11A | 3 6 13 


| per yard. 
3d. 


RA | 
General 1248 
Purposes 18A 

18AS 


| 14a | 


d, 

9 

2 

6 

at 

ce 

6 

“ai kc 8 
Heavy Stock } 14s. 3 


OO BORO whe 


Prices INCLUDE One Coat Black Varnish before leaving Works, with Wedges and Rivets Complete, and are for quantities of not less 
than 50 yards. 


If coated with Boiled Linseed Oil, or one coat Red Oxide Paint instead of Varnish, price 14d. per yard extra. 
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FENCING. 


GALVANIZED STRAINED WIRE FENCING. 


Specifications and Prices. 


Estimate No. 49W.—3 ft. 6 in. high above ground, with 5 Lines Galyanized 7-ply Strand Wire, top No. 4 G, 4 lower No. 6 G. Standards 14x 7 in., 
placed 9 ft. apart, with double pronged feet. Price 1/- per yard. 
MATE No. 50W.—3 ft. 9 in. high above ground, with 6 Lines Galvanized 7-ply Strand Wire, top No. 4 G, 5 lower No.6 G. Standard 1$ x Ys in, 
placed 9 ft. apart, with double pronged feet. Price 4/2 per yard. 
Es No. 51W.—8 ft, 9 in, high above ground, with 6 Lines Galvanized 7-ply Strand Wire, top No. 4 G,5 lower No. 6 G, Standards, Girder 
Iron, placed 9 ft. apart, with Cast-Iron Earth Plates. Price 4/3 per yard. 
Estimate No, 52W.—4 ft. high above ground, with 7 Lines Galvanized 7-ply Strand Wire, two top No. 4 G., 5 lower No. 6 G. Standards, Girder 
Iron, placed 9 ft. apart, with Cast-Iron Earth Plates. Price 4/6 per yard. 
3srimate No, 53W.—4 ft. high above ground, with 7 Lines Galvanized 7-ply Strand Wire, two top No. 4 G, 5 lower No. 6G. Standards of T Iron, 
placed 9 ft. apart, with Cast-Iron Earth Plates. Price 4/7} per yard. 
MATE W (StRonG).—4 ft. high above ground, with 7 Lines Galvanized 7-ply Strand Wire, top No. 2 G, 2 lower No, 4 G, and 8 bottom 
No.6 G. Standards of H Jron, placed 9 ft. apart, with Cast-Iron Earth Plates. Price 4/9 per yard. 
Estimate No. 55W (Extra Stronc).—4 ft. 3 in. above ground, with 7 Lines Galvanized 7-ply Strand Wire, two top No. 2 G, 5 lower No. 4 G, 
Standards of H Iron, placed 9 ft. apart, with Cast-Iron Earth Plates. Price 2/- per yard. 


Side Stays, with Plate Base for Curves, and for strengthening Fence, 1/40} each extra. 


Above Prices INCLUDE Ironwork Black Varnished and necessary Wedges complete, and are for quantities of not less than 100 yards. 
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FENCING. 


GALVANIZED STEEL BARB WIRE FENCING. Section showing Standard Punched for receiving 


Wires, and also fitted with Patent Clip, 
Wires secured to Standards with Patent Steel Clips. 


With this Fastener there is no possibility of the Wire becoming{displaced, as the curved part of Clip 
prevents it being drawn out; and when both sides are turned up, after the Wire is fixed, as shown on 


drawing, it is perfectly immoveable. 


Specifications and Prices. 
No. 202.—2ft. 6 in, high above ground, with 4 Lines Galvanized 4-point Steel Barb Wire. Standards of T Iron, 1} x 14x ;\ in., placed 12 ft, apart, and 
18 in, below ground, with Droppers between, and with Winding Pillar and Stay every 100 yards. and Chips complete. Price 4/4 per yard. 
No. 22n,—8 ft. 9 in. high above ground, with 5 Lines Galvanized 4-point Steel Barb wire. Standards 18 in. below ground, Droppers, &c., as above. 
Price 4/6 per yard. 


No. 24n.—4 ft. high above ground, with 5 Lines Galvanized 4-point Steel Barb Wire, Standards 18 in. below ground, Droppers, &c., as above. 
Price 4/7 per yard: g 


No. 26n.—4 ft. 6 in, high above ground, with 6 Lines Galvanized 4 point Steel Barb Wire. 
Price 1/9 per yard. 
‘The above Fences can have Standards placed 9 ft. apart, and;without Droppers, at same price. 


If Standards 12 ft. apart. made 6 in. longer in ground, and without Droppers, p 
5 9 ft. 


Standards 21 in. below ground. Droppers, &c., as above. 


rice 4d. per yard less, 
a ee ee 


The above prices are for quantities of not less than 100 yards. 
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CONTINUOUS UNCLIMBABLE RAILING, IN 9 FT. PANELS. 
Blunt Points, No. 65B.P, No. 65. Spear Heads No. 65S-H. 


CONTINUOUS UNCLIMBABLE RAILING, IN 9 FT. PANELS, 


nny 


The above is made same Specifications as No. 65, but the Standards have extra strong Feet as shown, which hold more firmly in 
the ground- Prices are 14d. per yard extra on prices of No. 65 Railing. Can be made with Bow Tops without extra charge, 
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Specifications and Prices. 


Side Stays extra, 


| price 2/3 each. 


2hd. per yard. 


baw 
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HURDLES. 


CHEAP UNCLIMBABLE WROUGHT-IRON HURDLES. || nu eae ae 
No. 42¢, No. 42C.S. |b) ee: e253 
Round Upright Bars. Square Vertical Bars, set’ on Angle. ai| ed sadee 
a E] 5 oe 
A ‘aBE 
| I — JL | iiaees 3 ¢ 
| 3 
| a 5 5 
| a 
z 
| ja | 
2—  peoescasaoaeae 
j-a\_ a 


Each Hurdle is 6 feet long, and is covered with one coat Best Black Varnish before leaving Works, with 
necessary Bolts and Nuts complete. 
BOW TOPS, S.B. 


BOW TOPS, D.B. 
SASS : 


ABB BL 


Specifications and Prices. 


wai 


sraeecanimust 


Hurdles with Bow Tops as §.B, are made without extra charge. Bow Tops as D.B. are net extras as c é 
4/- per yard; in. 4/6 per yard. 


| 
Ww 
| follows — prights, 8d. per yard; £in. 
] 
| 
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HAND GATES, &c. 89 


WROUGHT IRON VERTICAL HAND GATES, | ae? es 


No. 160 


55 & No. 155D. 


Prices per Pair. 


mill 


a 


These Gates are 9 ft. wide, to match Unclimbable Hurdles and Railings. Fitted with Slip Bolt for 
Pad Lock, and Drop Bolt. Gate Stops, 12/- extra. 
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WICKETS AND GATES. 


SUPERIOR HANDGATE AND 
PILLARS. 
No. 56. 


PLAIN WICKET. 
No, 50. 


Each, 


B ft, wide x 3 ft. 6 in. to 4 ft. a 


high, hung to strong 
Standards,to match Light 
Cattle Fence & Hurdles 4 12 


Ditto, extra strong mle 


3 ft. 6 in. widex 8 ft. 
Gin, to 4ft. high, 
hung to strong stan- 


dards oe oe) oY 


i | Ditto, hung to C: 
MAM Ditto, hung to Cast-iron Pil- iron Pillars, with 
lars, with Bases for Stone 2 40 0) = Bases for Stone ... 3 45 


SH Ditto, hung to Cast-iron f Ditto, hung to Cast- 
Pillars, with  Self-fixing i 4G ® iron Pillars, with 
Bases utes 13) 2080 ; Self-fixing Bases... 4 10 0 


PAIR OF PLAIN WROUGHT-IRON FIELD GATES. No. 


Prices. 


9 ft, wide x 3 ft. 6 in. to 4 ft. high, with hangings for Wood or Stone Sign eae 288 Bina pa 
cs a hung to Strong Standards a Sarda 
hung to Cast-iron Pillars, Self-fixing cea RROD Ae ° 
Gate Stop, 10/9 extra. 
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STRAINING PILLARS. 91 


STRONG WROUGHT-IRON STRAINING PILLARS. 


‘These pillars are strong, effective and cheap, The Upright 
is wrought-iron, 1} in. square, and fitted with wrought-iron wings 
and wrought-iron base plate. ' The Winding Brackets are of steel, 
and secured to the pillar by driving a wedge at side, for which 
purpose a groove is prepared in brackets. They can be adjusted 
to any distance apart. 


Specifications and Prices. 


No. 60.—End Straining Pillar and Double Stay— 
. 6 in, above ground, for 5 wires 
8 it. 9 in, and 4 ft. above ground, for 6 wir 
4 ft, above ground, for 7 wires 


—Double Straining Pillar, without Stay— 
8 ft. 6 in. above ground, for 5 wires... 

3 ft. 9m, and 4 ft. above ground, for 6 wires 
4 ft, above ground, for 7 wires 


. 70.—Angle Straining Pillar, with 2 Double Stays— 

8 ft. 6 in. above ground, for 5 wires .. 2 
3 ft. 9 in. and 4 ft, above ground, for 6 wires 
4 ft. above ground, for 7 wires... wae 


WROUGHT IRON TUBULAR 
PILLARS. 


For Angles of Wire Fence. 

Price. 

For Fence, fsa. 
3ft. Gin, high, dwires 2 2 Oca. 


3ft. 9 in, and 4 ft. high, 
6wires .. ..240,, 


4ft. in, & 4ft. bin, 
high, 7 wires, extra 
strong... 276, 


Prices include Stay complete. 


SOLID STRAINING PILLAR AND 
STAY. 


Price. 


hs a. 
For Fence, 
3ft. Gin, high, 5 wires 4 15 O ea. 


3ft.9in. &4 ft. high, 
Gwires.. «1476, 


4 ft, Sin. & 4ft. Gin. 
high, 7 wires .. 2 00,, 


Prices include Galvanized Strai 
Bolts and Nuts. 
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WIRE STRAINERS. 


SINGLE AND DOUBLE ACTION STRAINING PILLARS. 
No, 55 


i view. 
FOR SHIPMENT 
THE BASES 


d % 
WING BASE A 
— 


SINGLE yunDER. 


Se 
. 55—Double Winding Pillar, for Fence, 3 ft. 6 in. high above ground, 5 wires ... 146 
3 - 4 » 8 ft. 9in, and 4 ft, high above ground, 6 wires 2 O 
» 4. 6in. high above ground, 7 wires ... 2 2 
se =single winding Pilar’and Double Stay, for Fence, Sift Gin, hist above rout 
5 wires... 
endeavor emacs 
6 wires . 
a » » 4 fe /6ins high above ground, 
7 wires 
Additional Double Stays, price 10/6 each extra. 


Bft. 91 


No. 20—Suitable for Straining Wire, No. 1 to 
4G. price 


No. 21—Do. do., No. 4 to &G 


” 
No. 22—Do. do., No. 4 to 8G 


Spanners for do. 


These prices include the necessary Screws. 


Delivered Free in 3 doz. Lots. 
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WIRE STRAINERS FOR WOOD POSTS, 


STANDARDS. 


iio es a ee ee 
WROUGHT IRON STANDARDS FOR WIRE FENCING, 


Specifications and Prices. 


High above 
ground. 
No. 1—8 ft. 6 in. 
Doha) 
No. la—3 ,, 6 ,, 
s) 
0 


No, 3-3,,6,, 
Bae os 


High above 
ground. 
No. 8—3 ft. 6 in. 


No. 10-3 4, 9 
Aral) fy 


1} in. x 


If wrrnour Earth Plates, and Standards 


4x4, in, Angle Iron Price 
1b x 12 x34 ,. 

Ix 1x8 

18x 12x 3, . 

Section S.H. 


Bulb T Section 


per dozen. 


» )_ Including 


+, § Earth Plates. 


Including 
".{ Barth Plates. 


d. 
9 
6 
() 
3 
6 
6 
tY) 
oO 
oO 
6 
to) 
9 
6 
oO 
6 
¢) 
3 
te) 
() 
6 
6 


ground, price 4/- per doz. Less. 


O per dozen. 


OMROMAADS 


Including 
Earth Plates. 


If wrrnour Earth Plates, and Standards 6 in. oncER in ground, price 5/= per doz. Less. 


Above prices INCLUDE One Coat Black Varnish before leaving Works. 
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| 
WT i 


La Cee au 


| Railing in 8 ft. 4 in, eight aboye ground. Size of Horizontals, 
Panels, _ = = 
a i aes a Angle Iron. 


No 210 


1} in. xf in, x 5% in. 


FENCING. 


UNCLIMBABLE CORRUGATED 
SHEET-IRON FENCING. 


No. 240. 


This Fencing is yery suitable for enclos- 
ing Gardens, Racecours where privacy 
is desired. ‘The punchi the Corrugated 
Sheets is left until the framework is erected, 
when the sheets are then placed in position 
and the holes punched to correspond with 
those in the Angle Iron Horizontals. 

‘The Tronwork is sent from the Works 
loose, and prices include necessary Bolts and 
Nuts for putting together at destination, 

Fences 6 ft, high and upwards have 
‘Three Horizontals. 

‘The Standards can also be punched to 
receive Wires for training Fruit Trees. 

N.B.—For Orders of 50 yards and up- 
wards, we pay carriage to most Railway 
Stations in England. 


Specifications and Prices. 


‘Prices per Yard, complete, 
| 


Size of Standards. Size of Stays. Reaping 


H Steel. fin, square, Framework covered with 
Section L.H, me one coat Best Black 
with | Bin. square, Varnish, and with Bolts 
Earth Plate complete. a and Nuts complete. 


Strong Angle Iron Standards fo 


ners, price 5/- each. 


MOVEABLE CRICKET GROUND FENCING, 
No. 242. 


This Fence is easily fixed and the whole can be quickly taken down. It is 3 ft. 
6 in, high above ground. The Standards are of H Steel, section L.H 
Loose Cast-Iron Self-fixing Bases, and aré placed 12 ft. apart. The Chain is 
threaded through the Standards, with special arrangement at Corner Pillars for 
pulling up tight. 

Prices. 
sd. 
Fence, complete with Standards and Bases 12 ft, apart) and with 
one line of twisted Chain, painted ... 3 2 per yard 

Ditto, but with two lines of Chain ... CARTS at 
Tubular Corner Pillars, with two Stays as shown, painted 34 0 each extra 


If Chain is Galvanized, one line, 24d. per yard extra. 
1 »  twolines, 44d. 9, 
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FENCING. 


LIGHT POULTRY FENCING. 


No. 210P.—The above stands 6 ft. high above 
ground, and is made in Hurdles 6 ft. long, with a Loose 
Standard to go between, with Anchor Plate Feet. The 
Horizontal Bars are } in. diameter, and the Upright 
Bars are 1}x in. The Hurdles are covered with 1} 
in. mesh Galvanized Netting in the upper part, and 1 
in. mesh in the lower part, which is 2 ft. from ground. 
Price 6/3 per yard. 

No. 212P.—As above, but with 24 in. mesh 
Netting in the upper part, and 1} in. mesh in the 
lower part. Price 5/9 per yard. 

Gates to match, 2 ft. wide, hung to strong Stand- 
ards, with Scroll as shown, 23/- each, 


Ditto, without Scroll, 18/6 each. 
Angle Iron Corner Pillars, 3/- each. 
If made 7 ft. high, 84d. per yard extra, 


STRONG POULTRY FENCING. 


TSCM LL 


‘This Fencing is much stronger than preceding. 
It stands 6 ft, high above ground when fixed, and is 
made in Panels 6 ft. long. The Horizontals and End 
Uprights are of Wrought Iron, 1} x} in. flat. The 
Loose Standards between Panels are 1} x ;%; in., with 
Anchor-Plate Base 18 in. below ground. The Upright 
Bars are } in. diameter, placed 14 in. apart centre to 
centre at bottom. Price 10/: per yard. 


Gates to match, 2 ft. wide, with Slip Bolt, and 
hung to Strong Wrought Iron Standards. Price 33/6 


each complete. 


Prices INCLUDE one coat Paint before leaving Works and Bolts and Nuts complete. 
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HURDLES. 


ORNAMENTAL GAME-PROOF GARDEN 


HURDLES. 


These Hurdles are used for the protection 


of Flower Gardens, Lawns, &c. 


They are 


made in 6 ft, lengths. End Uprights are 
1}x }in., and Horizontal Bars1x} in. ‘The 


Vertical Bars are } in. diameter, and placed 


1} in. apart between, All Hurdles under 4 ft. 


high have only three Horizontal Bars. 


TH 


i tii 
a 


pha LaLat due ORME aba 


Prices. 


16 
5/5 per yard. 
5/9 


62, 
69 | 


Hap Gares, to match, 8 ft. wide, with Latch and Catch, and hung to strong Standards, 
Up to 3 ft. high, price 36/- each complete. Up to 4 ft. high, price 88/- each complete. 


to match, 3 ft, wide, with Latch and Catch, and hung to square Cast-iron Pillars, Selffixing Bases. 
Up to 3 ft, high, price 55/- each complete. Up to 4 ft. high, price 60/- each complete. 


Bolts and Nuts complete, and painted one coat before leaving Works. 
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HURDLES. 


2. 


SHEEP HURDLE, No. 


SHEEP HURDLE, No. 


SHEEP HURDLE, No. 2A. 


SHEEP HURDLE, No. 1B. SHEEP HURDLE, No. 4D. 


Price 4/6 each. Price 5/8 each. ; Prige 5/= each, 
| 4 : 


a = 

: | a 
NS S 
| a 
i oR 
%& oe * 
; —= SS 

| 
I 
| 
Ae 
Ni i 
ti i 
Wp 

Price 5/6 each Price 6/6 each, 
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XX 


NOU TTONY 


HURDLES. 


LIGHT CATTLE HURDLE, No. 6. LIGHT CATTLE HURDLE, No. 6A. LIGHT CATTLE HURDLE, No. 8A. 


Price 6/- each “4 Price 5/- each. Price 6/6 each. 


LIGHT CATTLE HURDLE, No. 6B. LIGHT CATTLE HURDLE, No. 7B. 


TREE GUARDS. 


WROUGHT-IRON TREE GUARDS. 


i 


94. 


Specifications and Prices. 


. 93.—6 ft. 6 in. high x 15 in. diameter at top and bottom, and 13 in. diameter in centre, 3 Rings and Sides 1} x } in., Upright Bars yj, in. oo 
diameter at 3 in. apart centres : oo c ot 


° 
g 
a 
ES 


. 94,—3 ft. 6 in. high x 2 ft. diameter, with 5 Bars all } in. dancer and Uprights 1} in, x } in. 
4 ft. » ” ” 6 * iy 
5 ft, » f ” 8 i 
6 ft. ” » ” 9 4 ” i 


. 95.—6 ft. high x 12 in. diameter, 3 Rings 1} in. x }in., 4 Main Uprights 14 in. eat in , other Uprights 1 in. We se at 3 in. apart between at top 
6 ft. high x 15 in. diameter, ditto “ditto ditto 
6 ft. high x 18 in, diameter, ditto ditto ditto 


Jo. 96.—8 ft. high x 12 in. diameter, 3 Rings 1} in. x} in., 4 Main Uprights 14 in x }in., other Uprights 1 in. xf in. at 2 in, apart between 
6ft. high x 15 in. diameter, ditto ditto ditto 
6 ft. high x 18 in. diameter, ditto ditto ditto 


mRRO RRO OOOO K 
AAD OOO WOWO 


Prices INCLUDE one coat paint, with Nuts and Bolts complete. 


Special Quotations will be given for large quantities. 
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COMBINATION FENCE. 


THE PATENT COMBINATION FENCE. 


DESCRIPTION —The Patent 
Combination Fence is composed of 
White Cedar Pickets, and the best 
Galvanized Bessemer Steel Wire, 
securely woven together at regular 
distances apart. 


For Enclosing Gardens, 
Fields, Orchards, and Tennis, 


Courts. oA j H v It is made 8, 4, and 5 ft. high, 
: ‘ pickets 19 inches apart. ‘The Wire 
used is No. 12 gauge, having a ten- 
sile strength of about half a ton per 
wire, thus giving the Fence a resist- 
ance of 4 to 8 tons, varying accord- 
ing to the height of the Fence. 


For Protecting ‘Trees. 


Hi a The pickets all have spear-toy 

For Fencing Railway Lines. it ang §— points, which besides racine the 

fence unclimbable, shed the water 

= ] E Wi H easily. Being supported by galvan 

P i LL es ized wire, they do not touch each 

= other or any other wood. Thus 

having exposed surfaces they dry 

quickly, so preventing decay. The 

pickets thus supported will last as 

long as the wire which binds them 

The wood entirely prevents the frost 
from breaking the wires. 


Specially adapted for Sheep, 


in place of Hurdles. 


Roll of Fencing ready for Transport. 


Section of Fence Standing, Weight, 150 to 250 Ibs., according to height. Fence round Yard, 


Price List of Fencing, 
Number of Cables of 2 Price per 
Height. Space between Pickets. Size of Pickets. Wires each No. 12 Gauge. yard run. 
3 feet =e 1$ inches a 2 inches x £ inch 
4 feet 1} inches ; 2 inches x £ inch : 
5 feet on 1} inches os 2 inches x & inch rt 6 


Special Quotations for large lots and for Gates on application.  Supplird in Rolls of 25 yards cach, 


4 Point Ordinary 


4 


} 
cy 


BARBED FENCING 


PATENT STEEL BARBED FENCING WIRE. 


GALVANIZED STEEL BARBED FENCING WIRE. 
Approximate Lengths of One Cwt. 


Barbs 6 in, apart, about 533 yards. 


Point Thickset . 3 8 ins | 45 » 420 4 


PRICES.—Delivered on Rails, London. 


Cwt. Reels 24/- per Cwt. 
* pty 512d oar ee o 


Reels Free. 
64d. each, Net. 


Reels not returnable. 


| Black Rolled... 


| Number 


WIRE, &c. 


IRON WIRE FOR FENCING, 


SECTIONS FULL SIZE. 


@@6@ 
ee ee I 1G 


Approximate Length per Cwt. 


Deo gall 
311... 380 


BEST FENCING WIRE. 


ANOLer cs 9 

Per Ton. Per Ton. 
£15 0 0 6 eee 
£17 10 oO fa £18 oo wae 


10 
Per Ton. 
£16 0 
£18 10 


Number 


Bright or Annealed Drawn ... 
Galvanized Drawn 


. A 
£14 10 0... 
. £16 15 0... 


Number on nears 4 
£1410 0 
£16 15 0 


Galvanized Rolled 


Oiling or Varnishing 7/6 Ton extra 


ANNEALED*STINNED WIRE, per Stone of 14 Ibs. 


asaes 
nS) Siloe 
oO 

al @ te! 


‘Number 
Price .. 


Price ... 
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FENCING WIRE, &c. 


BEST BRIGHT WIRE, per bundle of 112 Ibs. 


Number 13... 14 


Price per Gwt. 


BEST GALVANIZED WIRE, per bundle of 112 Ibs. 


Number ase oo we ) oe oe Il .. 12 13 4. 14 .. 15 .. 16 
- 20/6 ... 21/9 ...226...236... 25/- ... 26/ 


CUT TINNED BOTTLING WIRE, per stone of 14 Ibs. 


Price per owt. 


| Number Ge ear ed 


Number rel are) Ha Pi Aa ree, O20) cate GRRE one) WTAE 
| Price per Stone 6/4... 66. 


1/83... 8/8... 9/6 ... 12/- ... 12/9... 13/9 ... 15/- 


Price per Stone... 6/6 


GALVANIZED CLOTHES LINE, No. 9 x 7 ply Strand, 100 ft. lengths, 15/6 per dozen; 50 ft. lengths, 8/- per dozen. 


EXTRAS. 
Wire, wound in 1 Ib, and 3 1b. Coils, 6/- per cwt. extra. 


Wire, wound in } Ib. Coils, 7/6 per ewt. extra. 


MACHINE CUT FENCING STAPLES. 
1x12 .. 13, lpand2in. x 9 ... 2 x 6 Gauge. 
Bright 2 176 47)- per Cwt. 


Galvanized 26 - 26 - 21/- 20,- 94 


TINNED NETTING STAPLES in 1 Gross Boxes. 
Ip 13 oo 1x 14 ee $x 15 see $4 x 16 Gauge. 
6a. aa. 3d. Bd secretes 


GALVANIZED STRAND WIRE FOR SIGNALS AND FENCING. 


Length . , 
>. No, | Price 
Per et | of Wires. | Per Owt. 


179 yds. 
198 
246 
280 
340 
423 
476 
580 
Scotions full size. ; es 
1120 


| anna aasan 


| 
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WIRE ROPE. 


GALVANIZED FLEXIBLE PATENT STEEL WIRE ROPES. 
6 Strands, each 12 wires outside Hemp Cores, over a main hemp core, Suitable for raising and lowering Arc Lamps, Well Ropes, Motor Brake Ropes, &c., &c. t 


| 
Circumference in inches. ws) 3 i F q F yo} 4b 1g 2 


Breaking Strain Approx... ..., 502 Ibs. | 1024 Ibs. | 1730 Ibs | 2320 Ibs. | 8324 Ibs. ‘ons | 8 Tons | 44 Tons | 6 Tons | 7} Tons 
Prices per 100 ft. of 42) | 49y- | 49/6 | 4a/- / / |: 22/- 27 | 31/6 | 37/6 
| | 


GALVANIZED IRON CORDS. 


No. 


Diameter in inches al 3240 | 207 “189 | 126 090. 
Approx. Breaking Strain Ibs S119 1275 1063) | | Uj | 845 240 


Price per 100 feet... ox 15/- 10/6 | 9/9 


GALVANIZED STEEL 


CORDS. 


Diameter in inches 
| Approx. Breaking Strain Ibs. 778 8 2660 


Price per 100 feet... 2 | 18/- 


COPPER CORDS. 


Diameter in inches 
Approx. Breaking Strain Ibs. 


Price per 100 feet 
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DRIVING EYES, 


STRAINERS, &c. 


Ce 


GALVANIZED RAIDISSEURS FOR TIGHTENING WIRE. 
Small Medium 4/- per dozen. 


Extra Large Strong 8/- per dozen. 


GALVANIZED TERMINATING HOLDFASTS. 


Length. Price per dozen. 


3 inches 


GALVANIZED WROUGHT OR FLAT DRIVING EYES. 


Length. Price per gross. 


TROIAAWON 
CHOCOWHROO 


raed 


GALVANIZED SCREW EYES FOR VINE HOUSES. 


j 
in. | in. | in. | in. | in| in. | in. | in, 
Length and 5 | 6 | 3 rr 
Gauges. | x x 
18 


Price per [s/s 7/6 | 8/6 | 9/6 6) 27/- 80/- 
Gross, 


STRAINING EYE BOLTS WITH NUTS AND WASHERS. 


Length. 


GALVANIZED BARREL STRAINERS. 


Strong. 


i 


6 inches long 13/- per dozen. 


Ghar) oo ove ce on 20/- 
12 


6 inches long 8)- per dozen. 
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GALVANIZED SHEEP NETTING. 


Ozer 
sesscone cote. 
eset: 
eecesece 


4-INCH MESH DIAMOND SHEEP NETTING. 


Per 50 yard Roll, 8 feet wide (A). 


Gauge No. 17 ... 
16 3.2 
Tey don 
La x 
isis 
123 


me 


RRROOOKD 
Eisisa F 
NROTMHR” 5 
= 
mononrolrk 


» 


17, 16, 15 W.G. NETTING, with) ‘ si 
strandicentre wires (B)) 1/9 per Roll extra for each strand. 
14, 13 2/- 


12 ea os 2/6 
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GALVANIZED WIRE NETTING. 


2-INCH MESH. 1-INCH MESH, 


‘The ordinary Poultry Netting, 


SaaS ES ee GEA 


For Aviaries, Pheasantries, &c. 


Made any width up to 6 feet. 


Made any width up to 6 feet. 


13-INCH MESH. g-INCH MESH. 


A Protection against the smallest Rabbits. For Aviaries, Cages, &c. 


For Prices see Page 107. 
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ul GALVANIZED WIRE NETTIN 


107 
New and Revised Gross Prices of Galvanized Wire Netting. 
. PRICES PER ROLL OF 50 YARDS. : Cred st Jmuary 1910) 


ete 2 | 30" | Ber 42") 48! en: |e | i2 | 18 | 24 | 30 | 36 2 | 48 | 60 | 72 | 
| Mesh. |Gauge.| Inches|.Inches) Inches| Inches Inches| Inches| Inches| Inches] Inches] Mesh. |Gauge.| Inches| Inches| Inches| Inches 

| Wide. | Wide. | Wide. Wide. Wide Wide. | Wide. | Wide. | Wide. | Wide. | Wide 
s/ | 10/3 
10/2 12/11 
13/3 | 16/10 


's| Inches, Inches 
Wide. | Wide. | 


gj | 


14/8 

8/1 | 1 2 18/8 

| 10/5 | 13/8 | 13 21/— | 24/- 

18/6 | 17/ | 81/4 

/10| 17/- 5 | 84/5 | 39/4 

| 9 8 8/1 | 19/8 | 2 5/3 | 21/10] 27/11| 38/8 | 2 4/4 | 50/8 


i Jinch. | 17 | 14/3 | 2 26/3 | : ; 9 | 3/6 | 5/ g/4 | 7/7 | 8, 11/6 

ais : ANE 7 13/6 
17/6 
22/- 


58/- 


63/- | 78/- 


16/9 


inches charged as 12 inches, and intermediate widths to be charged the same rate as the next greater width. 


EP NETTING, with 3-ply Selvages. 


= Flat Galvanized Draught Bar at each end of Roll. 
36 | 42 48 | 36 42 48 e. ; 36in, 42in, 48 in, 
Inches | Inches | Inches | | Mesh. | Gauge. | Inches | Inches | Inches qin. x 4%, in ar il 14 
Wide. | Wide. | Wide. | | Wide. | Wide. | Wide. Round do, N ~/11 {Per Roll 
2 i | | | do. do. 1/4 (Extra NET 
22/8 19 | 18/9 | 15/9 || do. do. 1/8 
| 4 6 13/11 | 16/3 | 18/7 


19/10 
23/11 
29/2 | 33/4 
36/2 | 41/4 
40/- | 46/8 ‘4 


I 20/9 23/9 TINNED NETTING STAPLES. 
| 27/8 4$x12 14x48 1x4% 0 Bx45 x 46 gauge. 
24/— | 28 32/— Prices... 9d. 6d, 4d. 3d. 2d, per gross. 
82/00 eT esee Carriage Paid to Stations in England and Wales on Orders 
aa =; ae aT Lene = arriage Pat 10 ‘ations in England an ales on Orders 
Extras for Centre Strand 17 ie ee Le 14 and 13 Gauges, 2/- per roll; of £3, NET VALUE. 


\ inch. 


/10 
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GALVANIZED IRON WIRE WORK. 


GALVANIZED STRAIGHT WIRE LATTICE. 
Cross-bars 8 to 4 inches apart, and Galvanized after made. 


mT 


per sq. ft. 


GALVANIZED CORRUGATED DIAMOND WIRE TRELLIS. 


Over and under work all Galvanized after made. 


vA 


Prices per square foot. 


2 
a 
H 
é 
i 
+ 


1 
1 


The cross wires 8 to 4 inches apart, run across the width, and are 
made of No. 11 for } and g in.; No. 10 for }to } in.; No. 9 for 1 


to 14 in. 
In ordering, please state which dimension is the height. 
Pieces under 4 feet superficial are charged by the piece. 
Widths of less than 1 foot are charged as 1 foot. 


| 
2| -/4 (3 -/Ah 
(3 W411 | -/4$ 


In ordering, please state which dimension is the height. 
Pieces under 4 feet superficial are charged by the piece. 
Widths of less than 1 foot are charged as 1 foot. 


| Sizes 


|" Prices per doz. a) eee 


Special quotations for large quantities. 
(including fixing if required). 


Measurements taken and Estimates given on application 
All sizes made to Order at short Notice. 
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IMPROVED MACHINFE-MADE WIRE FENCING, Galvanized after made. 109 


ee 


This Fencing is perfectly square and true, very strong and rigid, made in 25 yard lengths, equal to and cheaper than any hand-made Wire 
Work, with the advantage of the long length, and can be made any height up to 6 feet. Every part is securely sewn together, can be cut off at any 
length, and remain perfectly rigid as before. When the patterns require the wires to be very near together to form a close Gothic Top, two No. 16 


Wires are substituted for one No. 18, rendering the work nearly double as firm at no extra cost (see patterns 3, 4, 5, 6). Any similar design for Top 
can be substituted to order. 


a 7 eS 36 


Prices per lineal yard, 2 feet high. Any heights in proportion from 12 inches to 6 feet. (9 inches charged as 1 foot.) 


Plain, Pointed, and Double Mesh. | | 


| GOTHIC TOP. 


2 No. 16 Wires. Horizontal | Vertical 
wires apart, |_wires apart, 


wires apart. wires apart. 


No, 14 wire. No. 13 wire. | No. 12 wire. 


Horizontal Vertical 
2 No. 16 wires. No. 12 wire. 


inches | 3 inches 


inches 3 inches 9 | 2J- 2/3 | 


i} 
| 
—_—= 
| 
| 
| 


3 
3 
3 
3 
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EXTRA STRONG WOVE WIRE. 


For Prices see Page 112, 
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EXTRA STRONG WOVE WIRE. 


—_——-- = 


14 MESH. 8 MESH. 


6x8 MESH. 


FOR MINING~ PURPOSES, MALT KILN FLOORS, SMUT MACHINES AND SCREENS. 


12 MESH, 


16 MESH. 
18 MESH. 


For Prices see Page 112. 
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WOVEN WIRE. 


EXTRA STRONG IRON AND STEEL WOVE WIRE. KILN AND SMUT WIRE, 


For Malt Kilns, Screens, &¢., see Wood Cuts pages 110 and r11. 


Gange auge | Price || Gaoge | Prive 
of Wire, |persq.ft.| of Wire. [persq.tt.| of Wire. | persq.ft. 


| 
Woven any width up to 6 feet. | 3 =, GE A 
2 


2 ___] 6x 8 Round Wire ...) 16 xl7h| 011 |17 x 18) 610 
| 


Gauge | Price |] Gauge i Gauge | Price || Gauge | Price 
Mest. |! of Wire. | per sq. ft. || of Wire. || per s of Wire. | per sq. ft. |) of Wire. | per sq. ft. {Square Warp 


6% 8) Round Wett 


16» 1 * 011 
sa d. 5d. es 
ais 10 1 


a. d. 
9 6x8 Square Wire | 16x 1 
TiS 0 : 
STRONG IRON WOVE WIRE. 
Woven almost any width to order. 
13 | Pt 3 ie 
| Mesh 2 


2) 


Gauge of Wire ... 


Price per square foot 


6) 


Meshi sr. «xe eee | 12 
| 


BLIND WEB, almost all widths. 


Prices on application. 


GALVANIZED WIRE SIEVE WEBS. 


(Woven from Galvanized Wire.) 


Mesh 


Prices per square foot 
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GARDEN ARCHES. 


No. 0. 


Cheap Spiral Diamond Arch. 


Cheap Plain Diamond Arch. 


113 


sy 
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chess] 


SSeS 
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Strong Diamond Wire Arch. | 


No. 2. 


Pronged Feet. 


Strong Gothic Arch. 


Pronged Feet. 


| | 
fe Height | Width Height | Width Height | Width 
letgacaiyy aus Depth. | Price, outat a Rat | Deey |! eee oF Depth. | Price. ott oF Depth wer cre 
Ground. | Span. | Ground. | Span. | Ground. | Span | Ground, | Span. | 

| i | | ie | | | 
fe ine | tt in. | fe ims | sed) |e Gn. | fe ane fe in js, a lis || Ae! Gallo gk ie ta Pe el ee ee 
te 10) 4 0 i uh TG: Tim ees OS a ti.) GY AGE || 4a a) 40 i) 16 0 i 0) Zh 0) 108)|) 161.0) 
GP ie | heme Pel eta cles iy gs Wai) 2 | S216))| C7 Oe teiOon |e lence e205 (04/7 AOm Orn eet O m0 IO) 
Ge ty Pe 210) | 4'6) 10) eo) 4 0 2)50'9) 457°0")) 76: 40 als 2250) 7 6 4 0 1 6 | 22 0 
76 40 10 90 7 6 450) yy SOD) Raabe 0) 20 30 0 ToD cae! 20 30 0 


We make a special line No. 1 Arch, 7 feet x 4 feet x 1 foot, } Rod Frame, £2 


Other Sizes made to Order, and all Galvanized after made. 


Quotations given if required. 


4% O per dozen, 
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GARDEN ARCHES-—continued. 
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No. 5. 
Extra Strong and Ornamental 


Circular Arch. Gothic Arch. 


Height | Width Height Width 

ont of or Depth. Paice, | out of or Depth. 
Ground. | Span. Ground, Span 

= = 

ft. in. | ft in ft. in. ft, in, | ft, in. | ft* in, 
EES: 40 1 0 36/6 7 0 40 ibs MG) 
fieovaeed, cOF erie 86: | SZO/s ol) | i aa 
73 40 2 0 45/6 CaO) 40 a. 
7 6 | 4 0) | 2 0 | asf G3 RGN |) eh 910 


& 
6 
: 


ke 
eg 
bes 


i 


SSS 
SF 
SSSSF 


<> 
ESSE 

Se 
SSS 


ksss 
oes 


[> 


Ses 
SS 
SUE Reno HO 


S= 
Toes 
SeSesesets 


Extra Strong and Ornamental 


Hand-made 


Netting 


GARDEN ARCHES, PEA PROTECTORS, &c. 


ee Xe 
“ ee SS 


6/6 per dozen. 


made 6 feet x 4 feet 
fixed, neat in app 


GALVANIZED CROQUE 
in 3 feet lengths. 


uting the use of sticks. They 
nd will last for years with care. 
30/- per dozen. 


BORDER, 


Other sizes made to order, and all Galvanized after made. 


Quotation given if required. 
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6 inches, 


89 


in lengths of 50 yards, 


6 inches wide 
9 


12 


GALVANIZED CROQUET NETTING, 


9) inches. 


10/- 


cluding 50 s; 


13/6 per length. 
146 5 


16/- 


Sa 


| 
| an 
Prices per doz. | le 16 fe ep . 
Galwnieen 4/- 4/6 | 4/6 | 4/6 | 5/- a 8)- 
eee | | 
rices per doz. | 7 lees 
Gare g-| 8 | 9/-| 9/-| 9/-|10/6| 12/6) 15/- 


BALLOON SHAPE WIRE ROSES. 


] 
Inches | 2 | 24 
Diameter. - 


Prices per doz. 
Copper. 


l 


fROV-|20y-| an | a4} 11/-| 18/2] 15, 
oll | 


GALVANIZED STRONG WIRE SNOW GUARDS 
Under and Over Mesh. 


AWA 
V/\ 


? 


SPIRAL BORDER HOOPS. 


Easily fixed to any shaped Lawn. Price per dozen 2/9. 


WROUGHT IRON STAKES FOR NETTING. 
rasta Diameter, | Painted Green or! Galvanized, | 
| 
| in, | 
| 0 | 3% in. 6)- per dozen. | 7 — per dozen. 
6 69, | e8f= ess 
0 gin. | 7/9 i | 10/— i 
eal 8/6 Se jo mdiye: ees | 
0 9/- ‘ |, 11/9 i | 
6 Tes 13.8 
0 A 12/9 2 1i/- rn | 
6 a 16 19/- 
0 } in, ‘BG iy 33/0 
G0 fr) 18/3, . 27/- ry 
| 
WROUGHT IRON ROSE AND DAHLIA STAKES. 


| | ROSE STAKES. DAHLIA STAKES. 
| Feet above 
| ground. | = 
| | Painted. Galvanized. Painted.| Galvanized. 
ft. in. (eee doz. | per dozen. per doz. | per dozen. 
2 0) 76 9/- ae mp 
Camel nGiES 10/6 ° 
Oe EE) 11/- 
ia Ssmu6 96 2/- 
4 0°| 10/- 13/ 
4 6 | 12- 16/- 
5 0 | 44 20/- 
5 6 15/- 21/6 
Bay itie 24) 
\ | 


| 


MANURE GUARDS. 


GALVANIZED WROUGHT IRON MANURE GUARDS. 


==ty AKEXXVVY 
ine. 
KY rt 


SNR ROR 
| p x 
RXSEESI Kl DORA Be 


i 
KO 
ie 

DY 


These are now largely used in accordance with the New Sanitary Arrange- Made in Strong Wrought Iron Frames, Half Round Top Rail, and filled 
Bree ral SiaUies, in with Heavy Diamond Wire Work, fitted on 4 Wheels with Side or 

Made with Strong Iron Frames, Half Round Top Rail and filled in with End to take off, and Bottom made of Galvanized Iron Plate, perforated 
Heayy Diamond Wire Work. with Holes for Draining. 


Back to Front. 
ft. in. 


0 


ay 
Be 
8 


» 


Length. : Height. 


a 
ANDBHDAAANOD’ 


woe watwmoawnwny 
ONNNNNNNNA 
eooooooooos 


° 


If fitted with Sheet Iron Skirting. 


6 in. high G4, per foot lineal. 
oma 5 By 94. : 
‘1D ee a Ass “th A/- 


° 


AAMAAGGAGAaAK 
in 
is} 


» » 
° a 
ecoooeo oC OOo OF 
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GALVANIZED WIRE WORK. 


COAL SAVER. STRAWBERRY GUARD. 


6 ft. Jong, 1 ft. 
6 in. high, 1 ft. 
wide of # mesh, 
including one end 
to each Guard. 


| 
| 
| 
Japd. Gald. i 
3 inch wide, per 12 ft 


length ... 


~- 5/- 6)- 
Ginch do. 6- 69 | Price 44)- dozen. 


WORMED PATTERN GAS GLOBES. WIRE RAT TRAPS. 


Diameter ... 1Gin. ... 18in. ... 20 in. 
Galvanized, 7 in. diameter... ur doz, 12 inches long... 25/6 per dozen. 
mesh each 3/- .. 3/6 ... 4/- - Cinndinns 6/6 per doz § P iB 
Do. with Washer Bottoms,.40/- 


j 

: » we) & OB s 

Bo 9 2/9... 8/8 2. 8/9) Do. Diamond Pattern, 

4 2/9... 3/- .. 3/6 with Tinned Top oe EST oA 16 ss oe 31)- ” 
GALVANIZED POULTRY FENCE. DEE, ONOSIDERS [HSE DREN 


With Standards Japanned Black. 


6 ft. 0 in, high. 


5/9 per yard run. The Genuine“ Wonder”... ~~ 8 O/- per dozen. 


Cheaper Make .. 9. 0s. 0s 22/ 
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FIRE GUARDS. 


No. 4.—KITCHEN GUARDS, Strong and Well-made. 
SPECIAL LINE. 


1 in. Diamond Mesh } in. Rod 
Frames, 27 ins. high x 12 in. pro- 
ft. to 


jection, in nests of five siz 
4 ft, long inclusive. 


Japanned Black per nest... 9/- 


Galvanized ” 


A Single Guard Japanned 
a Galvanized 3/- 3/2 


No. 1a,-STRONGER MAKE. 
JAPANNED, 44/3 per nest. GALVANIZED, 18/6 per nest 


a3 ey Bf ee Bh ey 4h at BY dt GY long 
A Single Guard Japanned 2/8 2/4 2/6 2/6 2/10 3/9 4/9 cach 
a Galvanized 3/6 3/8 3/9 4/- 4/3 5/3 6/3 


No. 2.—STRONG NURSERY FIRE GUARDS JAPANNED. 


gin. x } in, Half-round Top Rail, 
1 in, Diamond Mesh. 
2 ft. 3 in, high, 11 in. projection. 


In Nests of Five Guards. 
3 ft to 4 ft. inclusive. 


No. 4.—DOME TOP SPARK GUARDS. 


cH MESH. 


Zin. Idin, 16in. 18 in. 20 in. 

6/3 7/6 8/6 9/6 10/6 per doz, 
12in, 141m. 16 in, 20 in. 

7/6 8/6 96 18/6. 


JRON BAR GUARDS. 
JAPANNED BLACK, 


27 in. high x 12 in. Projection. 


3 ft. to 4 ft. 


45/3 per nest. 


No. 6.—CLOSE-WIRED NURSERY GUARDS. 
BEST QUALITY. 


DS 4 in. x } in. half-round Brass Tops, 3 in. Mesh with Bottom Plates, and 
68 With Iron Top Rails 22/6 per nest. | Cinder Plate round base. ‘in. high, 11 in. projection. 
With Brass Top Rails 30/-_,, | op Carer Bd Sears 
i 44/6 12/6 13/3 14/- 15/- 
ASingle Guard Japanned 3’ 38" 3' 6 each. 


re 
3/9 4/3 4/9 5/- 5/6 cach. 
Ditto, with Brass top Rail 5/6 5/9 6/3 6/9 7/- ,, 
Sheet Tron Bottom Plates 2/- 2/2 2/3 2/4 2/6 
Cinder Plate Round Bottom, 8d. each Guard extra. 


with Iron Top Rail 


seiel Goneeee 
etenans see 
SSS 


Pa 


No. 3.—KITCHEN FIRE GUARD. 


Made in one size and Quality only. 


With Gothic and straight pattern 


3’ 3" 


” 
96 103 113 129 139 


wirework, 
ae 8 


each. 


4/6 each. 


Napsoned) Ween ene ges 


30 ins. High. _ 24 ins. wide. 10 ins. Projection. SSRI | 
Frame 3, Rod. 1} in, Diamond Mesh. SEES 


Diagonal Wires 15 w. g. 


| Every Description of Fire Guards and Fenders made to order upon receipt 


of specification. 


All Japanned Guards are painted by hand, therefore will not Chip. 


BUILDERS’ SCREENS, SIEVES AND WALL TIES. 


STRONG BUILDERS’ SCREENS. WROUGHT GALVANIZED IRON WALL TIES. 
a. 


verve RA, = 
LACED \ NAAN LOCKET 

SCREENS. Y i SCREENS. No. 4. 
Mesh 4 ft i 5 1 EET Mesh 5ft. 5 ft. 6 


vf 18/6 : 
2 17/6 
ee \ es 
and larger. TN 


iF 


1 
4 


Te 


HT 


Woop Rims. Srraicur Mesu. 


Size, tye. 1 ‘These are made of various thicknesses and lengths, but kept in stock 
STRONG 20 inch oe $/9 4/3 
22 inch ae 8 4/9 5/6 4, ets A | 
STRONG GRAVEL RIDDLES ECE eee eee re 


7 inches long, 14 wide, } thick. 


il WHEAT SEED OR CORN 


a. rile \ Black Galvanized. 


per ewt. per cwt. 
Wood Rims. Over & Under Mesh. 


Extra Strong. Sj en si ede Merch te 1G) 27/- 


Size. ee inch | cn ee ee Es DE 
2 inch ... 4/- 4/3 4/6 5/- each. 20 in, dia., 10, 12 or 14 Mesh 


Winch ... 4/8 5/- 5) 34/6 per dozen. CF ws alia a eee mee eS 
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«JHILMIL” METAL LATH. 


“JHILMIL” STEEL LATH. 


PATENT. 


Part plastered. Both sides the same. 


The “Jhilmil’’ Patent Steel Lath has now been in use for several years, and has supplied a most pressing want in 
The “ Jhilmil’’ Lath lends itself most readily to bending round columns, girders, &c. It can 


Fire-proofing Construction, 
The New “Jhilmil” (see opposite) is better for ceilings and partitions. 


be fixed direct on rough boarding and plastered. 


STOCK SIZE SHEETS. 


24/6 per square yard. 


Architects should specify the “JHILMIL” for bending round Columns, &c. 


Special Quotations for quantities of 100 square yards and over. 
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NEW «“JHILMIL*’ METAL LATH. 


THE NEW “JHILMIL” STEEL LATH. 


“ re a Certificate Awarded, 
Patent Fire-proofing Material. 


FIRE BRIGADE UNION, 


mrave “ JHILMIL” 1893 and 1896. 
an - 


Part plastered. 


The New “Jhilmil Patent Steel Lath, as now perfected, supplies a much more rigid lath for ceilings and partitions, 


The key is greater, and the corrugations produce remarkable stiffness; the chief points for a successful metal lath. 


STOCK SIZE SHEETS. 


6 ‘ ne = 8 oe - ba 6 per square yard. 


Architects should specify the NEW “JHILMIL” for Partitions and Ceilings. 


Special Quotations for quantities of 100 square yards and over. 
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STAIR NOSINGS. 


STAIR NOSINGS. 


We have been so often asked for ZINC STAIR 


NOSINGS, that we are now in a position to supply 


same at very low prices. 


Inches wide. 11 W.G. 
Per Foot Lineal. 


Inches wide. 11 W.G. 


Per Foot Lineal. 


We can supply up to 6 feet long, at prices named. 


COUNTERSUNK SCREW HOLES PUT WITHOUT EXTRA CHARGE. 


From the collections of Sydney Living Museums / Historic Houses Trust of NSW 


No. 16. 


No. 4 —The Council Drain Machine, in 8 ft. lengths, in extra stout Rods, and fitted with interchangeable Brass Screws, including 4 or 6 in. Whalebone Head, 
100 150 aay 200 feet. 
aa 126/- a 170)- each. 


Double Worm Screw, 4 in. Drop Scraper, 4 in. Rubber Plunger, and Brass Clearing Wheel. 
Lengths ... 30 oH 40 bee 50 “6 60 th 80 oy 
Prices aoe 44)- yi 52/- aa) 63/ see 73/- . 92/- . 108/- 
Extra Rods fitted with Screws, 2/8 per 3 ft. length. 
Lengths 40 Z a aa 200 feet. 
Prices... 404/- ... 132 456/- + 294/- each. 
ra Rods, fitted with Spring Lockfast Joint, 4/- per 3 ft. length. 
DRAIN TOOLS, to suit Ordinary Brass Screws. 
rice, 

.. B)- | No, 15.—Fixed Scraper, 4 in. 

7/6 ,. 16.—Double Worm Screw 


Price, 


No. 16.—Double Worm Screw, 
| with Guide Wheel 
..  4in, 2/6; 5 in, 3/3; Gin. 4/ 
., 1/3 6 in. 7/6; 8 in., 8/-; 9 in., 9/- 
No. 24.—Universal Roller .. 4/- 


Price. 

4 
2/6 | ,, 
Price.—4 or 
2/6 


| No, 43.—Jointed Scraper, 6 in. 
43.—Do., with Guide Wheel 
Clearing Wheel, Double Worm Screw, 4 inch W.C. 
Fitted with interchangeable Brass Screws, 
on 100 Eat 150 Bee 200 feet. 
80-1, 142/- |. 446) each. 


No. 12.—Spring Hook 
»» 13.—Jointed Scraper, 4 in 
No. 17.—Plunger, Extra Stout Rubber, with Leathers, for W.C.’s, 
Whalebone Brushes for Drain Work, in Brass Fittings, as above ee xy 
No. 19.—Brass Clearing Wheel 
Extra if required to suit Spring Lockfast Joint, 9d. each. 


No. 18.—Gun Metal Roller 
SPECIALITY.—For Drain Cleansing, consisting of specially tested Red Malacca Canes, and including Bras: 
. 60 Sp 


Stout Rubber Plunger in Brass Fittings, Drain Brush and Straps. 
Po 52) f 
Speciality Machines, 


30 
© "xtra Rods tor 
100 feet. 


Lengths .. 
.  80/- 
oot Shovel, Best Hair Flue Brush, Best Chimney Cloth to cover Fireplace, with Cloth Slide Stretcher for 
132/= cach. 


Prices a: 
CHIMNEY SWEEPING MACHINES.—Complete Sweops’ Outfits, uch Machine consists of specially-tested Red Malacca Canes, fitted with interchangeable Brass Screws, 16 
ordered. 


or 18 in, best Chimney Brush in Brass Cup and Wheel, Hand Brush, 
Machines made up with 4 ft, Rods, unless other 


the same, and;Straps. 
Lengths 
Prices ... 
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Aoi VENTILATORS, 


_ REVOLVING = ARCHIMEDEAN SCREW VENTILATOR AND SMOKE 
CONDUCTOR. 


The Archimedean Screw Ventilator is constructed on strictly scientific 
principles, and is certain in its operations in purifying the air of a crowded 
workshop or ordinary apartment, and in preventing down diaughts and smells 
in chimneys. 


The principle of this Ventilator consists of a lifting vane or screw, suspended 
within a circular tube or shaft, centered upon an imperishable substance, 
moving without noise, and surmounted by a perpendicular wind vane, which 
is hung so delicately that the least breath of air will cause it to rotate, so that 
a draught upwards is a necessary effect. 


The working arrangements are so sensitive that the least wind will cause 
the hood of the Ventilator to revolve, and it will keep in perfect working order 
for a period of from four to six years, without any attention whatever. 


It should also be borne in mind that although wind-vanes are affixed, the screw 
works by the upward current of warm air altogether independent of the breeze 
outside. When the wind is strong and down draughts are to be apprehended, 
the advantages of the rotary vane are at once perceptable, for not only does 
the smoke freely ascend, but an increased draught is given to the chimney, 
which effectually prevents contrary currents of air 
exercising any effect. on the fire; and so certain 
is its action, that the room is kept free from smell 
of soot in the summer, which is itself a consider 
able advanta: 


Before fixing it is necessary to see that oil boxes 
are filled, Specia 1 4/6 per tin extra, 


PRICES OF ARCHIMEDEAN VENTILATOR FOR VENTILATING ALL 
KINDS OF BUILDINGS, 


No. 2, 


ne 


6 Inch Diameter 
8 


ase 


ewes » 
ONODACHHKHOANHKD” 


WOWNNRKRERRROOO yg 
MAOMROMOCOMOODOO:S 


OCHAAATAWWWNNYRERRRRO) 
COSDSCCOOCOMOAWLOWROwO= 


Paes 
ouon 


PRICES OF ARCHIMEDEAN VENTILATOR FOR CURING SMOKY 
CHIMNEYS, 


No 3. 


For small Fireplaces. 
9 Inch Diameter, 3 ft. high 
$ ft high 
3 ft. Gin. hi 
4 ft, high ... a 
For Bedroom Fireplaces. 
Inch Diameter, 8 ft. high ... a 
5 » 3 ft, Gin, high 
i Srmeeitee Highs 
For Dining Room Fireplaces. 
Inch Diameter, 3 ft, high ... oe Saba 5 
” A 3 ft. 6 in. high 
4 ft high ... i 
For Kitchen | Fireplaces 
14 Inch Diameter, 3 ft. high ... 28 
14 
4 aft high .. 


NNN NAR BRR Bepe 
DOD ARH ROO COMM = 


FIREPROOF VENTILATORS. We make the No. 3 Chimney Ventilators, fie- 
proof if required, at an extra charge of 15/- each more than the above list up to 12 
in, 0/- each from 14 ins. upwards. We do not send these made fireproof unless 
specially ordered. 
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VENTILATORS. 


PROTECTED BY HIS MAJESTY'S ROYAL LETTERS PATENT. 


No. &. 
STEVENS’ 
XHAUST VENTILATORS. STEVENS’ DRAWER. EXHAUST CHIMNEY. 


STEVENS’ 


PLAIN. No.4. £ ORNAMENTAL, No, 8a. INLET VENTILATOR. 
Galvanized. No, 2, Los 
in, Shaft, 6 in, Cone 0 2 Reser 8 4. | With Tron AirBrick and Cleansing 
Siew Ose Size of 2 Ganventeadl| 220 Sheth 2hie Gone te Frame Complete, 
Square. £8. a) 39 Chel 4 3 Top Part 
Gin, Shait. 74 im. Base 012 6 | 94 Sans an oe 14x10 Base 
ao DEC bor 40 21 5 a Rn 


6 
17 8|3 , Qin. x Gin. - 
PE sn ae ah Qin. x Din, Terra Cotta 4 {t. 
0|/ In ordering thes 
0 


28 Ventilators the | 12im. x 9iml 1). Terra Cotta 5 ft. 0 in. overall 
218 pitch of rcof must be given. 


Stevens’ EXHAUST VENTILATOR, is the most perfect apparatus for the efficient extraction of vitiated air from Churches, Factories, Private Dwellings, 
Hospitals, Ships, Billiard Rooms, Soil Pipes and Sewers. It is constiucted upon sound scientific principles, that at whatever angle the wind strikes the cone, it 
crentes a partial Vacuum in chamber and under hollow cap; thus cecuring a continuous powerful upward current and no down-blow. ‘There is no mechanical movement to get ont 
of order or create a noise. They can be constructed to suit any kind of architecture, The power can be increased to any extent by making the vacuum chamber larger in pro- 
portion to Shaft. It is equally efficient in a slight breeze or in a gale, 


Stevens’ DRAWER INLET VENTILATOR is the most simple means of admitting fresh air into Churches, Factories, Hospitals, Private Dwellings, 
lard Rooms, etc, Its action needs but little explaration; the air entering a perforated brick in outer wall, is cleansed by woollen frame; then guided by curved partitions, 
is made to tako a vertical current towards ceiling, gently warming as it ascends end becomes dispersed, so that no draught is felt. 


—_—- —s 
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SMOKE CURES. 


THE “EMPRESS” SMOKE CURE. 


Sizes and Prices. 


No. 


1.—FOR ORDINARY 


CHIMNEYS. 


As kept in stock for instant delivery. The Tube 10 in. diameter. 
‘The Base (with flange for brickwork) 14 in, x 9 in. Revolving Head 
Total height 6 feet. 


£2 17 O. 
< 9 in. or 9 in. by 12 in,, &c, can be 


16 in, diameter outside Fans. 


Price 


Bases of different sizes, 9 in. 


supplied to order at a few hours’ notice. 


If Base not supplied, the price is 8/- less. 


No. 2,—FOR KITCHEN CHIMNEYS. 


The Tube 12 in. diameter. The Base, 14 in. x 12 in. 
Head 21 in. diameter outside Fans. Total height 7 feet. 


Price 283 9 O; without Base 10/- less. 


Revolving 


No. 3.—FOR SMALL CHIMNEYS. 


Base 14in x 9in. Diameter of Revolving 


Head 13 in, outside Fans. Total height 5 feet. 


| 
| 
| The Tube 8 in. Diameter 
| 


Price £2 9 6; without Base 8/- less. 


Ri | No. 4.—FOR GAS FIRES. 


biidglat 
Nii cle 
| | The Tube 6 in. diameter. Base 9 in. x 9 in, Diameter of Revolving 


Head, 12 in. ontside Fans. Total height 5 feet. 
Price 22; without Base 7/6 less. 


SSeS Flange for setting in brickwork, made of stout Galvanized tron | No. 5—FOR SMALL GAS STOVES. 
H.H.—Bolts by which the upper part is secured to Base. The top may be removed : 
for repairs, or for substitution of any other Cowl by unscrewing the Bolts without | Total height 2 ft. 6 in. The Tube 4 in. diameter. 
disturbing the Base, which remains fixed in the brickw: | A 
K.K,—Revolving Head. The perpendiculer Fans made of Steel. ‘Tinned and Price 21 7 O. 
Japanned. The Cone Top made of good Galvanized Iron, all seamed and riveted so 
as to be fireproof. 
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CHIMNEY TOPS. 127 


“ CLIMAX” — 
in Calm Weather. 


THE 


This ingenious invention for Smoke 
Prevention and Ventilation is based 
on simple scientific principles. 


GREAT MERITS OF THE “CLIMAX” 
SMOKE PREVENTER. 


It prevents down draught. 

It is noiseless, being a fixture. 

It requires no cowl nor cap. 

It provides for every action of the wind. 
It accelerates up current. 

It cannot get out of order. 

It is easily swept. 


It provides free escape of smoke. 


Made 5 ft. Gin High 14 x 9 Base, 
Price, Strong Zinc complete. with Base 45 )- 


Galvanized Iron ore oo a7 


“CLIMAX” 
SMOKE PREVENTATIVE CHIMNEY-POT 


THEZ,(LILLIPUT CLIMAX” 


act 


TOP. 


Made 2 ft. High, with Round Base 


8} inches diameter. 


Pruce,fin Strong Galvanized Iron, 12/6. 


Weather. 


Estimates for Copper on Application. 


From the collections of Sydney Living Museums / Historic Houses Trust of NSW 


CHIMNEY TOPS AND VENTILATORS. 


Patent “ROYAL CLIMAX” — 
in Stormy Weather, “ROYAL CLIMAX” 


THE “ROYAL CLIMAX” VENTILATOR, 


CHIMNEY TOP AND VENTILATOR, 
“CLIMAX” 


VENTILATOR. 


This is an improvement on the 


original “Ciimax” Top. The head is 


a segmental semi-cone crown, having 


slabs extending from the 14 in, base to 
the 6 in, top of crown, thus causing 


sharp suction currents. 


oft. Jin, High; 14 x 9 Base. 


PRICE— 


Strong Zine 


Galvanized Iron Rivetted 


Patent ‘‘ROYAL CLIMAX *’—in calm weather. 


PRICE LIST OF VENTILATORS 
Made in Zinc, with Round Base. 


Liurcr| Royat 


CLimax. | CLiM 
Crimax. | Cuimax. | [i EIReT 


PRICE— 


“ROYAL LILLIPUT CLIMAX” TOP, {() 2 ft. 9 in. high a4 tee 14/9 2 a) ae 2/8 8/6 
Gi 2/8 | 8/6 14/9 

WITH ROUND BASE. T f 2s i 4 9/9 

~ i 7 12/- 


Stock Size, 8} in Diameter. OTHER HEIGHTS TO ORDER. 


Is a vith 14 x 9 Base. il 
MADE IN STRONG GALVANIZED IRON (RIVETTED) REDE CHE Base, to build on 


Flue, 1/!) each extra, 
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MILBURN’S PATENT NOISELESS REVOLVING CHIMNEY COWL. 


THIS revolving Cowl prevents wind blowing down the Chimneys. 
Placed in most trying situations, it has never been known to 
Great care is used in the construction of its internal fittings, which, 
being made of Copper and Brass, will last a long time. 
at all liable to get out of order, and 
stand the force of a hurricane; in f. 
only increases its efficiency. It 
swept—the shaft being free from ol 


It is not 
made so strong that it will 
t, increased action of 
perfectly noiseless; is easily 
truction to the sweep machine 


storm, 


—the head cleansing itself; a hea’ 
its action, neither is it affected by frost. In case of the chimney 
taking fire it would remain uninjured, being made fireproof, and 
the oil box requires replenishing with oil only once in six years. 


fall of snow does not impede 


Made in Galvanized Iron, with Copper Fireproof Oil Box. 


£4 40 


Price 


MILBURN’S PATENT NOISELESS VENTILATORS. 


With Copper Oil Bos. 


Suitable for all purposes, quoted for on application. 


“THE PARAGON” CHIMNEY COWL. 


Registered No. 6716. 


Price 37/6 each. 


Price, made in Strong Zinc, complete 


CALM WEATHER ‘STORMY WEATHER 


24/- each. 


Galvanized Iron 24/- ,, 


CHIMNEY TOPS. 


No. 2 No. 3 No. 4 
Lobster-Back Cowl Windguard Smoke Disperser 


No. 7 No. 8 No. 9 
Perfect Cure Seli-Cleansing Cowl Tall Boy Elbow Tall Boy 


for Prices see page 131. Other sizes and makes quoted for. 


— 


No. 1. CARTER’S WINDGUARD. 


Made 4 ft, 6 in. high. 14 x 9 inches at base. 
Prices, 


| 
-each | Galvanized Iron 


Strong Zinc 


No. 2. LOBSTER-BACK COWL. 


Diameter. 4in. | Gin, | 9 in. | 10 in, | 11 in. | 12 in. 


Tron, each 


No. 3. WINDGUARD. 


. 23/6 each | Galvanized Iron 


| Strong Zinc ... 


No. 4. SMOKE DISPERSER. 


Diameter. | sine | 6 in. | 9 in. | 10 in, | 11 in, 


Strong Zinc, or Galvanized) 
Tron, each cee axl 


5/6 6/6 9/6 10/- | 10/6 11/- | 


No. 5. DAY'S WINDGUARD. 


12 in. Diameter. 


| Diameter, 10 in. | 11 in. 10in. | 11 in, | 12 in. | 


-). | Galvanized ) 


| prce guarintee Tron, each 


each...) | 


No.6. THE PERFECT CURE. 


Is specially constructed for the prevention of downward draught. The 
apertures in body of same allow all downward currents to escape instead of 
entering the chimney, and an upward current 1s admitted by them to assist in 
carrying the smoke upwards. 


| Strong Zinc 
4 ft. 6 in. high. BW og 


2/6 each | Galy'dIron, 4 ft. 6 in, high, 19/6 ea. 
: Doe 
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CHIMNEY TOPS. 


No.7. THE SELF-CLEANSING COWL. 


At each revolution of the Cowl it cleanses itself of any soot which may 
adhere to sides or top. 


7 7 
Diameter. | 9 in. | 10 in. | 11 in.| 12 in. | 13 in. | 14 in. 


10/- | 11/- |} 12)- 


Strong Zinc, or Galvanized 
Tron, each 5 


No. 8. TALL BOYS 
Strong Zinc. 
12 x 12 or 14 by 9 base. 


; ] il 
| Height. | Diam. 10 Gauge. | 12Gauge | 14 Gauge. 
| | 

5 feet | 9 inches 10/- each | 15/- each 17/6 each 
6 | cee WE PaGb || We 5 
Galvanized Iron. 
12 x 12 or 14 x 9 base. 
Height. Diam. 24 W.G, 22 W.G. 20 W.G. 
5 feet 9 inches 11/. each 
6, Veer, ay 
Sieas 9 . ” 
1D. 9 | 4 
| (ie Oy | 
Bh; 10 ” ” 
5 Dee 10 a ” 


Light pattern, 6 ft. Tall Boys, 14 x 9 base, 9/- each. 


No. 9. ELBOW TALL BOY (Galvanized Iron). 
6 feet high, 14 x 9 base, Strong 17/3, Light 18/9 each. 


No. 10, TALL BOY (Galvanized Iron). 
6 feet high, 14 x 9 base, 2/- each. 


CHIMNEY TOPS. 


<Thin.> 


THE PATENT MARKWAY COWL. 


This is one of our latest im- 


provements and is a perfect success. 
Down-draught is impossible, up- 
ward current tremendous. Made 


of Galvanized Tron. 


4 ft. 9 in, high ; 9 in, diam. ; 
14 x 9 base. 


PRICE ae 20 - 


each. 


No. 17. 


An Improyed Round Elbow 
Iron Tall Boy. 


Galvanized after mad>. 
6 feet High. 


9 inch Diameter. 


14 x 9 Base. 
PRICE— 
Light 15/6 each. 
Strong 196 ,, 


No. 11. 
Carter's Improved 
Windguard. 


Very effectual, seldom known 
to Tail. 


Aft. Gin, high, 14 x 9 base 


Galvanized Iron, 
22/- each. 


Cone Terminal. 
For increasing up draught. 


Galvanized Iron 
8)- each. 


No. 15. 
Louvre Tops. 
Suit all Chimneys, 


Galvanized Iron, 
5/- each. 


No. 16. 
Louvre Tall Boy. 
G ft. high, 14 x 9 base, 
Galvanized Iron, 
15 6 each. 


No. 1 


Light 


Strong 


No. 18, 


Improyed Elbow Iron 


Tall Boy. 


Galvanized after made. 


6 feet High. 
9 inch Diameter. 
14 x 9 Base. 
PRICE— 
44)- 
47/6 


No. 19. 
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No, 19. 


Sugar,Loaf Iron Tall Boy. 
Galvanized after made, 


6 feet High. 
9 inch Diameter. 
14 x 9 Base. 
PRICE— 
139 
15/6 


Light 


Strong 


VENTILATORS 


THE “LION” SMOKE CURE AND VENTILATOR 


Made of the Best Sheet Steel and Galvanized after Manufacture. 


r.—It is the strongest Revolving Cowl in the market, is guaranteed 


The ‘‘Lion” Smoke Cure and Ventilato 
It has Noiseless Bearings under oil, and is fitted with 


Fire-proof, all parts being Seamed or Rivetted, and is self-cleansing, 
Copper Oil Box, Brass Bearings and Steel Spindle. 


PRICES OF ‘LION’? SMOKE CURE, 

Painted... ta ca £1 15 O each 
dae 5 Ol, 
PEE) Gh my 
1150, 


For ordinary Chimneys, 9 in. diam., 6 ft. high, 14in. x 9 in. base, 
Do. without square base for fitting on existing Pots 
For Kitchen Chimneys, 10 in. diam., 6 ft. high, 14 in. x 10 in. base 


Do, without square base for fitting on existing pots 


Other sizes to Order and made in Copper if required. 


THE VULCAN VENTILATOR. 


This Ventilating Terminal is so constructed as to do away with 


Made of Sheet Iron, the whole Galvanized after manufacture. 
\d causes the work to look unfinished. 


the COMMON WIRE CAP which is so UNSIGHTLY an 
The VULCAN VENTILATOR is an ornament to any building, is perfect in action, and is very strong and cheap 
SUITABLE for GAS FIRES and SOIL PIPES. 


2b in. pipe, 2/6. 3 in. pipe, 2/9. 4in. pipe, 3/-. 5 in. pipe, 4/6. 6 in. pipe, 6/6 each 
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EXHAUST VENTILATORS. 


EXHAUST ROOF VENTILATORS. 


Nos. 36 and 37. 


Size of Tube. | Size of Base. | Prices (Galvanized) 


inches, inches, 
4 10 
6 12 
14 
16 
18 
20 
24 
30 


36 


OAT WW) 
bo 
anoTon 
eo0CcCOmaNDDS 


If made of Zinc, 15 per cent. extra. 


IMPROVED PATENT RIDGE VENTILATOR. 


PRICES. 

Length—12 inch .. £4417 6 Length—36 inch .. £4 5 O 
5 18 inch Pee, 24100 es 48inch ... © (6 40) 0 
» 24inch ... 3 50 »  60inch ... 8 00 


Design No. 15. These Ventilators are made with Flanges to pitch of roof, and are made in the 


most substantial manner of galvanized steel, and painted, 
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VENTILATORS. 


THE “STANDARD” VENTILATOR. 


ne of “Standard” Ventilator, 
alvan- | 


ized Iron. | 
Painted. | 
| 


“Standard” Ventilator. 


Prices of | Prices of | Prices of | Prices of 


Purposes for which the different Copper. | Copper. |Stout Zinc,Stout Zinc, 


sizes are adapted. 


Outside 
Diameter. 
Diameter 


Fig. A. | Fig.B. | Fig. A. | Fig. B. 


Figs. 
A or B. 


Soil Pipes and Small Rooms 


Rooms of not more than 
150 square feet area 


Rooms of 300. 


| 
Shops or Small Halls, 600 sq. ft. area [2 


Halls accommodating 100 persons | 24 | 
| 
150 30 | 15 
Recisrer No, 279187. 


Recisrer No. 279188. 
Fig. B, to Fit over Square 


Fig. A, to Fit over Round . 200, | 86 | 18 | 


Pipes. | | | | Wood Shaft. 
| 


‘These Figures of Capacity must he taken as rough estimates, and on the understanding that ample provisicn is made for inlet of 


fresh air, and also that the position of the building is favourable. © 
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WROUGHT SHIP AND BARGE BELL MOUTH VENTILATORS. 


Made of 20 W.G., with Brass Bead Top and Band at Bottom, 


Prices. 
8 10 12 14 inch. 
Painted 41/6 48/9 55/6 61/- each 
Galvanized we 50/- 58/6 666 73, ’ 


BARGE AND SHIP VENTILATORS. 


ORDINARY WROUGHT IRON BARGE AND SHIP VENTILATORS. 


Made of 20 W.G., with Iron Wired Bead Top and Band at Bottom, 


Prices. 

8 10 12 14 inch. 
Painted 2216 25/6 32/- 37/6 each. 
Galvanized we BM 30/6 38/6 45)- 
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INLET VERTICAL TUBES. 
No, 443, 


The annexed drawing shows a simple form of 
Inlet Tube without valve, for use where a con- 
stant supply of fresh air is required. ‘The usual 
height is 5 ft. 6 in, from the floor ; a few inches 
more or less in height does not alter the price. 
The most usual size of the tube is 6 in. x 3 in., 
and for large buildings, 9 in. x 4 in. 


These sections can be varied to suit special 
positions, and the price will be the same if the 
quantity of metal is not increased. 


Section Section 

6x3 9x4 
Polished Copper £1 2 6 Fal 
Enamelled Zinc £0 14 0 £0 16 
Plain Zinc... 4011 0 Ao 13 


Galvanized Iron specially quoted for. 


INDEX INLET TUBES. 


No. 445. 


INDEX INLET TUBES. 
No. 444, 


A valve is inserted near the top of the tube, 
having a leather packing, by means of whic 
draught is completely excluded when the valve is 
shut. 


The cast letters O and S are fixed on the face 
of the tube, and a pointer is attached to the axle, 
and works between the tube and the handle. 

When the valve is vertical, the pointer is at O ; 
when the valve is horizontal the pointer is at 
It is thus seen, with accuracy and without diffi- 
culty, whether the valve is shut. 

Tubes 5 ft. 6 in. high, kept in two sections in 
Zinc. 

Section Section 
6x38 9x4 


Polished Copper £118 0 £2 2 0 
Enamelled Zinc £1 2 6 £1 5 0 
Plain Zinc... £016 0 £018 0 


‘The same as the foregoing, but with fluted 


front. 
5 feet 6 inches high. 


Section 
9x4 


Polished Copper 212 6 £8 0 0 
Enameled Zinc 9 £ £115 0 
Plain Zinc... 5 £110 0 


If without Value and Index, 6/- each less. 


ORNAMENTAL INDEX INLET TUBES. 
No. 446. 


Fluted front, stamped ornament round top, moulding 
and ornament at bottom, with return for wall. This 
handsome Tube is well adapted for fixing in a drawing- 
room or saloon. 


Section 7 in. x 3 in. 


Polished Enamelled 
Length, Copper. Zinc. 
2 ft. 6 in. £3 2a ib 
3 ft. 6 in. £3 Pals 
4 ft. 6 in, £3 10 Pat ld 


Without Valve, 6/- less. 
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IMPROVED 


INLET TUBES. 


INLET TUBES, 


with Valye and Brass Fist. 


Made in Sections 9 in. x 3 in, and 9 in. x 4 in. 


No. No. 2. 


Feet Inches s. d, | Feet Inches 
015 
018 
018 


1 


& s. 4. | Peet Inches 


Nos. 3 & 4. 
Shim 


018 


2 0 
0 18 
019 
1 


No. 


Feet Inches y Sed.) Feet 


Inches 
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VENTILATORS. 


IMPROVED PATENT MICA YALY ENTIL, A 
Ri E VENTILATORS SANITARY MICA VALVE INLET VENTILATORS. 
(Thomas Boyle's Patent.) 


rues eri Straight Upright. 


Fig. 1 is a front view of a self-acting outlet ventilator, for ventilating through chimney breast into 
smoke flues, or properly constructed air shafts, It discharges the heated vitiated air, and effectually : 
prevents back draughts. Fig. 2 is a back view of the interior part of Fig. 1, showing the valves partly Improved Hanging and Brass Fronts 
open. The valves are composed of mica, which is light, rigid and incorrodible. These valves are so 
sensitive that they act with the slightest appreciable motion of air. | GALVANIZED CAST IRON. 

Fig. 3N, front view, and Fig. 4N, back view, of a much sufertor pattern and make, with a Brass | 
front plate, (Warranted smoke proof.) 


E1rHER with Socker or Spicor Exps To rit Casr 
Tron Pipes. 
ARNOTT’S VENTILATORS, | 


Gothic Fronts. Pn: ayes 
Plain Fronts. Moulded Fronts. Nos. 20 to 23, Nos. 25 to 28. For the Purification of Soil Pipes and 


Drains by the admission of a current 


of pure air, and to prevent the exit of 


foul air. 


For the discharge of heated and impure air into Flues and Air Shafts. SILK FLAP NOISELESS YENTILATORS, 


=n For extraction of Vitiated Air through Air Shafts, and 
SHERINGHAM’S VENTILATORS, 


the exclusion of Down Draught. 


For the introduction of fresh air through 


an external wall. Pullies are either left 


or right. 


FOR PRICES SEE OTHER SIDE, 
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VENTILATORS. 


IMPROVED PATENT MICA VALVE VENTILATORS. 
(Thomas Boyle's Patent). 


Fron Size lx 5] 8x8 1 x7ltixglixn|taxn|iex 11 


Box Size ... 


ig. 1 patt., Plain Iron ... 
1 ,, Painted Bronze .. 


Japanned Bronze. 


White and 
Gold ... 


1 ,, Galvanized 


3x ,, Painted Bronze, L 
Brass Front Plate, 
3x ,, Japan’d Bronze Lac. 
Brass nt Plat 
<, Jap. Wh. &Gd.,Lac. 
Brass Front Plate I j- | 42)- 
$y ,, Galvanized Iron Li | 
Brass Front Plate,| 5) 8/6 11/6 | 13/6 
x Covered Trays to prevent | 
Noise, each extra 26 3 | 316 


SANITARY MICA VALVE INLET VENTILATORS 
FOR DRAINS. 


46 | 4/6 


Straight, for 3 in. pipe, 3/6; 4in., 3/6. Upright, for 3 in. pipe, 3/6; 4 in. 3/6; 
6 in. pipe, 14/-. 


Made in Spigot ends to fit Cast Iron Pipe, 


Larger sizes made to order. 


SILK FLAP (NOISELESS) VENTILATORS. 


Front 
Box Sz 


11x 5§ | 1x84 | 11x 114 \15}x 114) 14x15 
8hx6 | 9x9 | 19bx9 | 12x18 


Plain 3 
Painted Bronze 
Japanned Bronze = 
>» White and Gold 45/- | 23/- >, 
With Brass Trellis Fronts BaF hee 
n Hit and Miss Fronts 
Pulleys... wu! 23) | 86y- 
With Iron Do. Do. 


40/- | 45/- ea, 
44/6 | 17/-,, 
12/6 19/6 ,, 


ARNOTT’S VENTILATORS. 
Plain Fronts, 


ll x Sin. 
9 x Bin, 


Front Size ... 


13g x 8 in. 


1/6 44/3 
40/- 45/3 
8/9 43/9 
40/3 45/9 
22). 36)- 
4/6 7/3 


a 
Bronze. 

White and Gold 
Brass Fronts. nn 8 
Brass Trellis for Fronts of above, extr: 
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Moulded Fronts and Iron Trellis. 


om a) TORRE 
10 x 6} ins. 


Front Size 
Box Size 


16 Xx 104 ins, 
13} X 9 ins. 


Plain Tron... 3 2) Se lad 8/9 12/6 
panned Bronze... 44/- 

Japanned White and Gold .. i 12/3 

Brass Trellis for Fronts of above, extra... 5/3 


Gothic Fronts. 


10x* 
9x4} ins. Box 


Plain Iron 
Japanned Bron: 

»». White and Gold 
Brass Fronts see S 


Plain Iron . 
Japanned Bronze 

» White and Gold 
Brass Fronts ve 


SHERINGHAM'S VENTILATORS. 
cluding Plain Iron Weights. 

—s 

11x 5}| 11x84 [109x103] 168} | 19x14 

9x8 | 9x6 | 9x9 | 18}x6 | 15x10 


No, 1 Iron Plain | a8 a. | 18 | 25/- 
4 Painted Bronze and 49 | 7/9 | 8I- 27/- 
Varnished. 
Japanned Bronze -| 9/3 5 9|- Bi 28/6 
White and Gold 6/3 40) 31/6 
Galvanized ... .| 8/9 8/- 10/- 34)- 
Galvanized. With Brass 18/6 | 28) 40/- 
Pronts and Doors, 


AIR BRICKS. 
9x6... 8/- 9x 9 —42/- 12 x 9... 48)-per dozen. 
” 2-4, Tey 


Ph : 
Galvanized . 


MALLETT’S PATENT COWL AND VENTILATOR. 


MALLETT’S PATENT COWL AND VENTILATOR 


SIMPLE in Construction, EFFICIENT in action. CHEA? in price. 
This invention is an improvement in Cowls, for promoting up-draughts, and for preventing or lessening down-draughts, in Chimneys or Ventilating Shafts. 
MALLETT’S PATENT COWL. Its extreme simplicity will compare favourably with any device which has hitherto been constructed for the purposes named above. : 
MALLETT'S PATENT COWL, unlike many others, does not close in the top of the chinmey pipe, with the effect of restricting up-draught, and causing eddies. 
MALLETT’S PATENT COWL comprises a Rotary Shield, mounted on a spindle at an angle thereto, and steered by a vane. 
“hin chield offers but the slightest resistance to the wind, and, in working, friction is reduced to a minimum, so that the CowLanswers to the gentlest breeze. Tt quickly turns tl 
te open for the free passage of the smoke to leeward. 


Jower edge of the Shield towards the wind, and protects the weather side of the pipe irom down-puffa, while leaving the pipe qui o 
Er. the came time, hy the simple epplication of a natural law, the slope of the shield induces an ontside current of air to pass rapidly under the lower edge of the Shield, and upwards ; 


materislly increasing, and rezulating, the vp-draugbt, while assisting to carry the smoke completely clear of the chimney, without eddies, 
MALLETT'S PATENT COWL sed on chimneys connected with cooking ranges, furnaces, ote, will, with the damper shut, ensure as good a draught, and as bright a 
fire, as in ordinary eases, with the damper open; thus affording equal or greater heat, with a saving of fuel. 

MALLETT’S PATENT COWL is cheap at first cost, has nothing to get out of order, and will last for years. My 
MALLETT’S PATENT COWL, by its remarkable ‘suctional properties, is also to be used with great advantage as a VENTILATOR for rooms, offices, factories, ship's holds, drain 
and sewer shafts, ete. 

The following extracts are sel 


Jected from an inereasing number of ‘Testimonials to the efficiency of Matterr’s Parent Cows :— 
ar, to inform you that 1 find them perfectly satisfactory, and will be glad if you will send me another three for the rest 
Fee ta ee eta, the Iaundicss on several occusious having been obliged to leave off xfter having commenced the 
Te tase with smoke when frst lighted, and_was often useless for cooking, since the Cowl has been fixed to that ¢ 
ke Wet Bedrooms) have had eqrally. good effect, ‘The position of Trescore, facing the Atlantic as it dow 
your invention.”—Mr, Mt. A. HvGnss, Trescore, Near Padstow. June, 100 
1 have great pleasure in soying yours answers better than either of thom.” —Mr. THowas 
ex not matter from what quarter, it blows, it is all 
mat hus ever been invented. —Mr, THOMAS HELLYAR, 


of the chimneys. ‘The smaller one you sent 

wash, ‘This has never aga 

je stove does not smoke ab ail, but draws 

and exposed to the severe gales of this North Cornish C 
‘PHaving tried your Chimney Cowl after two dil 


) N, Cornwall, 23rd May, 1901 
The Cowl i had from you has given. great satisfaction, the hind and his party could not stay in the room at ‘Trevoyan during some winds, now it, do 


right. Have tried several things before but no good, but since your Cowl has been fixed have had ne smoke in the room. I believe myself it is the best Cowl th 
Harlyn House, Near Padstow. 23rd Sept. 1901 
T have’ proved your Cowl to be a 
ne two Cowls we have had are a 


The kitelien stove used to fi 
‘The other three Co 

the ut 
nt kinds of earthenware chimney po 


‘Trevose 


"SIMO: 


1th Tune, 1901 
2 Street, Saint Columb, Cornwall. 224 Dec, 1901 


wo chimnoys.""—St. Me 
‘tablished their claim, in this house at least, as smoke preventors indoors."’—Bankk 


ss, and have thoroughly e 


he Cowl has given, complete Aimerstay Ritey, Little Petherick, Saint Issey, Cornwall. Jan. 6th, 1908. 
poe cory turchused a Sisilctts Patent Cowl for a chimney which stands in a very trying position, being. situated close'to, a wall which rises more than 20 ft. shove, The 
sett ® draught is inereased, and there is no longer the inconvenience of smoking, which used to be unbearable during certam winds.”—ALEXAN 


results are exeremely. sali 
Postmaster, St. 7 


wall, Jan. srd, 1002 
"Cowl pari We have had North, North-East, East, and also West and South-West winds in full forcs 


very best results. . The principle upon which you have invented it is perfect, and palpable, ond undenfable, ‘The bala 
Sny wind can make ié fail,"—Rey, W. JAGo, Bodmin. Feb. 10th, 1902. 
T have several times placed on my chimney Cowls costing more than three times 


""T have great pleasure in saying that 1 have foun t's Cowl the best of those I have tried, though 
1 ee eee eset is 2 strong recommendation,”—Archdencon CORNISH, Kenwyn Viearage, Trurc, who has spent more than £20 on the chimney referred to. Heb, Z#f, 1978. 


and the Cowl has shielded us from them all with the 
ioe ig viilewlated to the utmost 1 nd I do not see how 


MALLETT’S PATENT COWL cin be obtained in any diameter and to order. ‘Those given below are the standard sizes, kept in stock. 


és ¥ Ae ees No. 3.—8 in, and 9 in, diam. x 6 ft. 

>» No. 4.—1o slip into existing pots Reet teenth Clean, SEL) a 

\ : : anad high overall, with 14 x 9 Base 
: or pipes, 8 in., 9 in., or 10 in. on 8 ft, of Pipe with Flange Ro aains Onna sawons 


diameter. to rest on stack. 
Prick 28/6 BACH. 


PRICE 12/6 BACH. Price 20/- EACH. Can be made to any height at proportionate prices. 


Spindle may be greased before 


umbed to the perpendioular, so that the Cowl responds readily to the wind, without any tendency to lean. 
‘ing of the vanes. 


uumbed to tne Pacaesaary. It ig better, if possible, to fix Cowls at different heights when two or more are iz: a row, to prevent clas 


Nors.—In fixing, care should be taken that the Spindle is pl 
‘puting on the sloping shield, after which no further 


MALLETT’S PATENT COWL can be obtained through any Ironmonger, Builder, Plumber, ete. or direct from— 


The Sole Manufacturers- GROGGON & GO., Ltd., 16, Upper Thames Street, LONDON, E.C. 
AND AT LIVERPOOL AND GLASGOW. 
ws Each Shield bears a brass iabel, on which are the names of the Manufacturers and Inventor. 
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REVOLVING CHIMNEY COWLS AND VENTILATORS. 


John’s Revolving Chimney Cow! and Ventilator. 


Guarantee and the Three Qualities 


—OF— 


Diameter in 


Inches of 
a John’s Revolving Chimney Cowl and Ventilator. 
Chimney or 


Pot. John’s Chimney Cowls and Ventilators (shapes A, B, C, D, G, H, 


I, K,) are supplied in three qualities. 


The Cowls 
measure just 
Searas QUALITY I. is exira strong and very heavy, and should be 
into the | used in all cases where sulphurous coal, wood 
Chimney, a ar = or gas serves as fuel. Durability under reg- 


ork For Brick-work |_ For Pipes and lar circumstances about 15 years. Price 35 
Chimne: chimney. Eart vare Pe Rectangular. 15 years. 4 
himney | _ Chimn al thenwar I Re f ia es 


| 
Square : Price each./Round : Price each.| Price each ; Price QUALITY IL. is made of about 16 gauge sheet iron, a dura 
| | erty Size in inches. | _ each. bility under regular circumstances of 10 years 
= = / | can be guaranteed. 
Bas 12/5 9/- a4 iy | 19/-% 
4145 445 | 40)- QUALITY III, (from 5} to 23 inches only) is made of about 
47/7 47/7 42/9 24/7 20 gauge iron. This quality is recommend- 
i v 5! 4 . 24/7 able for all cases where a very long durability 
alg eee 16/7 : is not essential. The construction is exactly 
24/3 243 18/10 243 the same as with the heavy qualities, only the 
28- 28/- 22/10 oan material is a little thinner. Price 15 per cent. 
30/5 30/5 25/4 lower than quality I. 


sq. | 29/44 SED) a — 


| 3910 | 33/3 9 x 34/- Under irregular circumstances, as for instance on chimneys of chemical 
| works, the above-me durability cannot be guaranteed. If the 
| 485 38/10 eae 365 chimney has been ¢ or if the ization has been distroyed by 
‘ 33 other influences, the Cowl should be carefully cleaned and given a double 
| 60/10 50/5 coat of acid free oil colour, This process will greatly increase the dura- 
| | bility of the Cowl so that it will last the time guaranteed, or even longer. 


r i Faulty chimneys (reduced too much at the top, insufficient height, 
IT IS IMPORTANT that the Cowl should fit the chimney exactly, as otherwise it cannot defective brick-work) or bad fire arrangements cannot be remedied by any 
Cowl, and we cannot consequently, guarantee to cure every defective 

work properly, chimney unless such alterations as we consider necessary are made. 
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ROOF LIGHTS. HAND GLASSES AND CAP GLASSES. 


IMPROVED VENTILATING ROOF LIGHT (Patent). 
BARNS'S PATENT SQUARE HAND GLASSES. 


Advantages ; 


STRENGTH. 
No Putty required. Every Frame alike in 
size and shape. 
No Glazier needed for repairing. 
DURABILITY. 

Will retain its original shape and strength 
should all the glass be broken, and be 
re-glazed by any inexperienced 
person. 


ZINC FRAME. 


The frames are made of strong corrugated zinc, and glazed with zine clips, 
no putty or solder being required ; the operation of glazing is simple, and can 
be performed by a child. 


The glass can be removed instantly from one frame and fixed to another 
without damage ; all glass is interchangeable, and every frame alike. 


12 14 16 18 20 24 inch. 


This simple arrangement has received the highest approbation of Architects, | : : ; A 
Buildets andl thet public detieral Vanes objects tokvent tetera Brits tirotet { Rice 6/9 Si 44/0 18/6 FA 2B /cack, 
Slate, Tile and other Roofs, Dwelling Houses, and any Buildings requiring Light 
and Ventilation. It is equally applicable to the Mansion or Cottage, for Public : ae 
Buildings, Workshops, Stores, Stables, &c. 


It is easily fixed in a Roof as a common slate, and may be introduced into BARNS'S PATENT CAP GLASSES. 
old Roofs. 
It is perfectly watertight in the most exposed locality without paint or putty, 20 inch bs BG) per dared 
and superior and cheaper in every way to any other at present known, Being || ° 
made of strong Zine will last as long as the slate. | a1 m m6. 
No. Daylight Size. 
1 238 17} nches a 
2 20% 15, 
8 1€3x 18, i EXTRA STRONG. 
4 18x 104 ,, | 
Ome tonne 21 inch Bas 67/6 per dozen. 
6 85 x OF ,, = 
i 80 x 20 ,, ZINC FRAME. 
| 8 ex 17% ,, | 
9 24 x 144 ,, a § F 
' 10 i74x 103 2 ie The cheapest and Best Plant Protector in the market. . 
ferent trypan, Extensively used by Market Gardeners. 
- 


" ——— a 
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VENTILATORS AND CORRUGATED SHEETS, 


CORRUGATED IRON ROOF VENTILATORS. | GALVANIZED CORRUGATED SERRATED SHEETS. 


MADE WITH FIXED LIGHT OR TO OPEN. I USED AS AN UNCLIMBABLE FENCE. 


FIXED TO WOOD OR IRON UPRIGHTS. 


Length of 
Sheet. 26 2 22 20 18 Gauge. 


FIXED TO ORDINARY CORRUGATED SHEETS. deeb ss. ee oe DI 36 4/9 each. 
Size of 

Opening. Fixed Light. 26 38 43 5/6 
24 22 Gauge. 6 ns je , 
Galvanized Iron 6 ft. Sheet 86 > 15/6 18)- aah 7 ct ae Bo ‘ ee 5] BG 
5 36 x 2 17/6 19/6 ,, || Tee oo me 8/S S 5 - 59 16 

” ” ” 36 2 18/6 20/6 ,, | 
€ 36 x 2 20/6 23; BA amet. erm S/o! 46 59 66 86 , 

36 23 /- D5; 

Made to open. 4/3 5/3 66 73 96 
24 22Gauge. | 
| The above are supplied the usual width, viz., eight 3 inch corrugations covering 


2 feet when fixed. 


SPECIAL Quorations GIVEN FoR QuaNriTiEs. 
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GUTTERS AND PIPES. 


Half Round. STRONG WROUGHT-IRON SUNK END EAVES, GUTTERS, | 


Galvanized and Painted. . 
Iy 6 reer Lencrus. 


Inches. 


ized haif-round Gutter 
+» Angles and Nozzles 
Stop Ends 
Galvanized O. G. Gutter 
+ Angles and 
+ Stop Ends 


Nozzle 


a) Pe Per 6 ft engi 


AB | 


Per 6 ft. length 


0. G. Gutter 
Xie cana 


000A 


Ta Basic 
‘ 16 | 19 | 
== eads me j- | 416 | 5/ 


ZINC 0. 


G. MOULDED AND HALF-ROUND GUTTERS. 


In 7 Feer Lenoras. 


Nozzle. 


Stop Ends. 


O. G, Gutters 
Outlets 
y» Angles 
+, Stop Ends 
Haléround Gutters 


Per 7 ft. length 
Each. 


1/6 » 
12 | 3/8) 1/5 | 1/6 | 1/8 | 1/10 Per7 ft. length 


» Outlets 2| 18 4/9 Each, 
ss Angles 


Stop Ends 


d Rafter Brackets ... - a ooh 
Galvanized Driving Brackets with Zinc Strips a re 3/6 
Galvanized Facia Brackets . ae 55 So 

Bolts and Nuts 


3 

= i= ns 

iS | Sie. 1&4] | 2 | 2% | 8 84 | 4 | Ioches 

5 | Zine Pipes. ew] | aa | fo ajo | 9-94 | Per 7 ft. Ith 

< »» Bends Se Rye es |) Sto} Pepa eye) teereacts 
ty Shoes... ee ee) SS SBN) Se Sita) Sad sa) Vs is 


ZINC RAIN-WATER HEADS. 


Driving Bracket. Size 


q ) Square... 3 | V4) ye} 18 “9-98 Each. 
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WROUGHT-IRON 


GALVANIZED WROUGHT-IRON BOX GUTTER. 


Io oF 
2 9 Op 


® © © O OF 


WROUGHT-IRON RIVETTED PIPING. Made in 2 ft. 2 ft. 6 ins., and 3 ft. lengths. 


ee 


PIPING AND BOX GUTTERS. 


Black 20 Gauge 


| 
Galvanized 20 Gauge 


8/8 


216 


4/4 
4/6 
10- 
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3/6 per foot | 


STOVE PIPES AND FITTINGS. 


STOVE PIPES AND FITTINGS. 


Diameter Inches. 


= 


Black Pipes, 2 ft., 2 ft. 6 in. & 3 ft, per ft. 
» Cowl, with 1 ft. pipe » ves each 
Long Cap : 
‘Cone; 7... 
Square Elbow 
Round ,, 
Angular ,, 
German ,, 
T. Pieces - ” 
Pipes, 2 ft., 2 ft. 6 in., & 8 ft. per ft. 
Cowl. with 1 ft. pipe . each 
Long Cap 
Cone ,, 
Square Elbow 
Round ,, 
Angular ,, 
German ,, 
T Piece 


oe 
wnou 


DOOM amen ows 
wWHerENS 


owac 
ete woe 


CaN SNOT aI HMCUNwMUSCSH 


CSW WOM ee 


aew 


Special Prices given for quantities of 
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PORTABLE FURNACES AND BOILERS. 


PORTABLE FURNACES. 
With Wrought-iron Galyanized Pans. 
Including Elbow and 2 ft. Pipe. 
Sie 6 8 10 12 14 1s 20 


Frames and 
24/6 27/- 31/- 34/- 39/- 44/- 49/- 54/- 64/- 76/- 94/- 104/- 


50 Galls. 


Galv'd Frames and 
Galv'd Pans. 34/- 34/- 39/- 42/- 48/- 56/- 61/- 70/- 84/- 92/- 110/- 128/- 


Size 6 8 10 12 25 30 40 50 Galls. 
Jap’d Frames and 
24/6 27/- 34/- 34)- 89/- 44/- 49/- 54/- 64/- 76/- 94/- 104/- 


Galv'd Pans, 
Galv’d Frames and 
Galv'd Pans 34/- 34/- 39/- 42/- 48/- 56/- 64/- 70/- 88/- 92/- 440/-  128/- 
If mounted on 8 Wheels, from 6 to 20 Gallons, 22/- each extra. 
ea » » . 25 to 50 32) 

Do. 4 Wheels, with fixed axles 6 to 20 

y» 28 to 50 

FOR GAS. 

If fitted with Fletcher's 4 in. Gas Burner, 6 to 14 Gallons, 8/6 each. 
6 16 to 50 


AT 


The Latest Portable Copper. 


(Protected.) 


e—24 by 30 inches, 


Every part replaceable. Takes ordinary furnace pan. 


Leather lid handle. Does not burn you. 
One third of the space taken by built-in coppers, 
and costs less. 
Steam goes up the flue—not in the Room. 
Open base is clean and gives no harbourage for dirt, 
beetles, mice, ete. 
Flat galvanized sheet Iron lid forms a table. 


Brick lined fire. 
PRICE, with Galyanized or Rustless Pan :— 


8 galls, 37/9 10 galls, 44/3 
Without Pans— » 31/6 » 36/6 


ASPHALTE CAULDRONS, 


ASPHALTE CAULDRON, 


These Cauldrons are of the most approved manufacture, and are made entirely of 


Strong Wrought Iron. ‘They have been proved to be the best and most serviceable, and |) 


in general use by all the Asphalte Companies. 
The Frame is fitted with either 3 or 4 Wheels as required. 


Pans made either with fixed or Loose Bottoms. 


Prices. 


& 


20 Gallons, with 16 Gauge Frame. Pan made of }th Plate 
16 Pan jijth Side, } Plate Bottom 
16 ; Pan made of {th Plate 
16 4 4 Pan yth Side, } Plate Bottom 
ik Pan made of ith Plate 
14 Pan 34th Side, } Plate Bottom 
ie, Pan made of 4th Plate 
VA a Par h Side, } Plate Bottom 
4th Plate ! 
qth, 


AMAAIBRIA 
ocooooooooo: 


ASPHALTE CAULDRON. 


Mave 1x Two Parrs AnD SLIDING 


With dth Plate Cases, } Plate Pan and §th Plate 


and Wrought Box, 


Sizes. 
50 Gallons, 36 in. diar. x 37 in. high 


60 Gallons, 40 in. diar. x 40 in. high 


Nozze. 


Loose Bottom. 


Prices. 
£14 00 
£18 0 O 
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PORTABLE GAS BOILERS. 


The “Forth” Portable Gas Boiler. 


Specially designed to meet the requirements for a cheap, economical, and 
efficient Portable Gas-heated Washing Copper. The boiler is constructed 
of strong copper, heavily coated inside with pure tin, The top, hinged lid, 
base, and legs are constructed of cast-iron; top and lid galvanized, and the 
body of galvanized sheet steel. Fitted with combined steam outlet and 


flue ; reversible gas supply and self-fixing lid. 


Sizes--25 ins, diameter ; 31 ins. high to top of boiler ; 35 ins. high to top 
of flue outlet ; flue outlet, 24 ins. diameter. 


6 Gallon, with Copper Pan Tinned Inside 
8 = re $ 
10 1 ” ” 
12 ” ” ” 
10 »»  Cast-iron Pan, Rustless 
12 m) 
10 and 12 Gallon may also be had in plain fine cast or Galvanized Iron; prices on 
application, 
Only supplied with Cast-iron Pans in 10 and 12 gallon sizes. 
If with Sheet Iron Cover, 8/- less. Draw-off Cock, 8/- each extra 


If Base and Legs Galvanized, 3/- extra. 


Approximate consumption of gas required to raise the temperature of water 
to boiling point. 
GAS-HEATED BOILER AND WASHING COPPER. 5 8 12 gallons. 


Fitted with Copper Pan... 2 Sead 8 2 2 .. 48 cubic feet. 
Fitted with Cast Pan ee: rt ita on 54 Si 
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PORTABLE BOILERS. 151 
THE IMPROVED CLOSE BOTTOMED PORTABLE BOILER. i THE “IMPROVED FARMER.” 


|| 1s the most up-to-date Boiler for Farm use. It has immense advantages over the ordinary boiler 
For Domestic and Restaurant Uses. i mi brick setti It gives better results than any Farm Boiler with 
ings Sinan Gaels eae, iron cas or frame ever produced. 


The close bottom forms 2 solid base and induces Slow-combustion. 

The Flues are formed upon <cientific principles, and give the best results, with the least con- 

sumpt of fuel. 
| The Fire Chamber is lined with fire bricks, which are easily removed for replacement, 

Flue Top or Back | A close fitting AShpan is provided, which brings the combustion under perfect control. 


As supplied to H.M. Reserve FLUE TOP OR 
BACK 10 TAKE 


ROUND PIPE, 


NO FEET 10 GET 
BROKEN OFF. 


Forces, for Camping out. 


NO WASTE, 


GREAT SAVING 
| IN FUEL, 


No Feet to get broken off. 


HEATS QUICKER 
AND RETAINS THE 


| BOILER ENTIRELY / 


ave | HEAT LONGER 
Stands Solid all Round, SURROUNDED | 7 T 
| | THAN ANY OTHER. 
| WITH HOT- AIR ) enn 
Size of Castings for 6 8 10 18 20 25 | . 
(Not 014 Wine CHAMBER, 
Height .. 0... 26 30 85, inches. 
Fires oe oe 10 10 12 i! 
Breadth over all 2 En 3h 30 | 
Size of Boilers or Pans. 
mas. 10 2 eo wt 18 2 Gallons Size of Castings for 20 60. Gallons. 
Whe 12 Ex ME LHe 1 80K IF By ITY BD x AS BD} 19 19} inches || Height oF TOT AT, 
. Width, . . 30, 40 
Prices. a ” 
i All Boilers 
Kor 6 8 10 12 14 16 18 20 alls. 0 25 30 40 50 60 Galls, 
With Plain Boiler | Prices—With Plain Boiler 69/6 76) —82/- 100/- _127/6 each 
With Gal'd or Rustl | With Rustless or Gal’ 88/6 95/-  106/-128/-  162/- ,, 
F Hinged Galvanized Cove 2 “ Mounted on Wheels 16/- 16/- 16/- -21/-24/- extra 
Galvanized Collanders 34]- ys d Covers to lift of 11/6 12/6 = 44/- 15/6 18/- ,, 
y Odd Bricks 3 4/6 perset * sy, Hinged *... 22)- 23/- 24/6 26/- 28/- ,, 
: Ae itted With Steam Pipe fs 3/6 ext 
Draw-off Cocks fitted to above in. 12/9 J in,, 16/- ach extra. eetromeae Ha 3 Sas 
If mounted on W is, 16/6 each extra. } on 1 inch, 


If with Side Flue Cleaning Doors, 3/- Extra. 


Vitted with Brass Draw-off Cock, and Flue Cleaning Doors 42/9 16/- 24/- extra, 


| 


From the collections of Sydney Living Museums / Historic Houses Trust of NSW 


PORTABLE BOILER. 


‘©THE FARM” CAST IRON PORTABLE BOILER. 


en) Ramee i: ag 2 } 3 25 30 5 7 80 90 100 Gallons 

i 2 28 3 312 an. os ‘ (Imperial) 
Height overall ... .. 28 28 28 29 30, 312 33°C Bag 8g F F 50 A aon ean 
Width over body... eeu) ae 23 2. 25 26 26 26 26 28 28 32 32 36 36 36 40) 4G4 401 


Prices, with Plain Boiler... 36/- 40/- 46/6 50/- 53/6 56/6 59/6 61/- 69/6 76- 80- 82) 100)- 12716 142- 157/- 1676 182 - cach 


., if Galvanized, Barffed or ; ; ’ i 
me ees Bolle ¢ 40/6 46) 54). 60). 62/- 69/- 73/- 76/- 88/6 95/- 102- 106)- 128,- 162- 182). 205). 220). 245. 


If mounted on Wheels, 6 to 4U Gallons 16/- each extra; above 40) Gallons, 24/- each extra. 
If with Brass Taps, $ in. 44/3; } in, 12/9; { in. 46/-; 1 in. 24/- each extra. 
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WROUGHT-IRON FIRE BUCKETS AND BASKETS. 


WROUGHT-IRON TIP BUCKETS. WROUGHT-IRON FIRE BASKETS. 


| Height to Round 


] 

ese PRICES. WesaS |topoFPot | Bars jp) Bees | 

= {ke ae] 
oo, eee Inches, | Inches. es. da. 
aed, a te coe es 12 24 (|sin.| 4 4 O 
" 26 28 (SeelonO ig | 28 18 @ 
2. 33 Bd Gisley Gy if 28 EAD 
a 38 36 ‘SieuT 16) ae ey gt Sele o 
1 At 3Y a fy) Be ie . Bee 
24 28 2. 8.0) 


WROUGHT-IRON PLUMBERS’ FIRE POTS, 


WROUGHT-IRON FIRE DEVIL, 


| 
Diameter. Height to top of Pot. | No. of Rings. PRICES. | 
» | Thickness Sonal ee sbecancs eae || 
off PCE ad |e ete epenest 12 ins, 18 ins 5 oO 14 | 
iplate| 1 8 3 4 13 Bie ee ; o 16 
» y | 1420 16 
§ 4 2 6 4 ic) 
a 240 0 | | 18 M4» 8 7 
Sy 3 0 0 | | 20 ae Sa 
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ASPHALTE LADLES. 


Price 66 each. Welded Band top and bottom, 


If with double-rivetted Spout, 7/6 each. Price 4/6 each. 


THE IMPROVED PATENT “PERFIK” ROOF SLATE FASTENER. 


What the trade has long wanted for Repairs to Slate Roofs. 


EASY TO FIX. PRON (OY Oe 


ADVANTAGES: 


One Fastener binds Three Slates. 
ALWAYS READY FOR USE. 
Will not shift by wind or sliding snow. 


Holds the bottom edge of slate down. 


arcely perceptible on a roof. 


Superseding the old-fashioned s 
up = Will not catch or tear Workmen’s Clothes, 
Lead or Zinc Strips. 


DIRE IONS FOR FIXING PATENT FASTENER. 


Remove damaged Slate. Replace with new one X, Slip the flanges A B of Strap under the old slates YZ, the part C standing up between the same. 
Push the Strap upwards until the notch in part C retains the bottom edge of the new Slate X, Insert the wedge D into the hole in Fastener, and drive it 
until sufficiently wedged to secure'the Slate from slippi 


Packed in One Gross Boxes, Complete with Galvanized Wedges. Price 11/3 per Box. 
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88 eee 


PERFORATED ZINC. 155 


12/- 


8/- 
7/6 


All kept in Stock in Sheets 8 feet x 3 feet. 
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per sheet 


Prices. 


| 


No. 7 4/6 per sheet No. 9 5/- per sheet 6/- per sheet 

No. § CGI 5 No. 10 5/- : ) 

No. 9 Bers a No. 11 6 6- } 
Special Quotations for Large Quantities. | 


PERFORATED ZINC. 


No. 16. Hi No. 18. 


Prices. Prices. 
per sheet ; ae 71/6 per sheet | No. 21 ea 7/6 per sheet 
” N a0 716 a 71/6 SS 


6- 

6- . 19 ; A Me 

716 i . 2 = q/6) 4; . 25 as 7/6 
All Kept in Stock in Sheets, 8 feet < 3 feet. 
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PERFORATED ZINC. 


No. 16 G. 


No. 7 Blind. No. 16 Blind. 

eee ee 
Ge eG Oe ee 
Re Pe ee Oe Oe Oe 
ttt + + + + + 
tA bt tt tt 
+P ttt te ‘ 
+t tt tt tt + 

he Oe 
Jeo ee Oe te 
+t tt + + + + 
Ce Oe Oe Oe Ot 
++ t+ + + + + 
+t tt ttt + + 
+t +t tt + + 
tatty ttt tt 
+ t+ tt tt + + 


Prices. 
No. 15 G. 7/6 per sheet No. 18 G. 7/6 per sheet No. 17 B. 
No. 16 G. 71/6 asi Now 7 BS wee 9/- ” No. 17 S. B 
No. 17 G. 7/6 No. 16 B. see. 9/- ” No. 18 B. 


No. 


17 G. 


9/- 
10)- 
9- 


All Kept in Stock in Sheets, 8 feet x 3 feet, 


oy eit o Cm oae RA 


ta 


Prices. 
per sheet | No. 
” N 


| No. 


No. 18 G. 


No. 17 S$ Blind. 


toteteta tet, 


e@ ee © 0 0 ee 
ORUHUMOMUMORUM 
te otetotetotote 


+, 


10)- per sheet 
BS 5, 


8/- 
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PERFORATED ZINC, TIN PLATES, &c. 


i PERFORATED TIN PLATES. 
PERFORATED ZINC. | For Percolators, Strainers, Coffee Pots, &c. 
No. 89. } Size, 14 inches x 10 inches or can be supplied 14 x 20 at double the 
undermentioned prices. 
No. 5. 


40)- per Sheet. 


STABBED IRON FOR MALT KILNS. 


No. 87. 


6/9 per doz. 6/9 per doz 6/9 per doz. 


ROUND FILTER BOTTOMS. 
For Coffee Pots, Strainers, &c 


PRIcEs. 
No. 87, 6d, per ft. No. 38, 6d. per ft., in Sheets 6 ft. long, 
2ft., 2ft. 6 in., and 3 ft. wide. 


Prices for the Round Holes from No. nd upwards in Stout Zinc, 
can be had on application. 


STABBED IRON IS MADE TO ORDER ONLY. 


s 0/6 15/9 17/3, 18)-, 19/6 24}. 
++ 10/6. 12/-|14/3) 15). 
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| TIT TET Hae 
| ee heepritanm | 
TTT aa 


[opti ten 


60 ZINC SASH BARS, TUBES, ROLL CAPS AND FRETS. 


Wh] 51 52 53 54 55 
| 

| 

| | 

|| 

li No. 3. 8d. per foot run. 
} 


No. 2. 3d. per foot run. 


ii 12, ROLL CAP 12 SQUARE 

iI ROLL CAP 2im.ROLL CAP. 

i No. 4. 2d. per foot run 
| 


No. 1. 24d. per foot run. 


3d. per foot’ run, 


vvVvy vewvveeveruveves 


hae 2222242422024 
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ZINC FRETS AND FRIEZES. 


No 5 4d. per foot run. No 7 6d. per foot run. 


9 


No. 6 4d. per foot run, 


No 9° 


3d. per feot run, 


161 


5d. per foot run. 


—_—___ 
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== Ce ee Smet 


162 ZINC FRETS AND ERIEZES. No. 30. 3d. per foot run. 


. per foot run. 


No. 25D. 10d. per foot run. No. 27D, 74d. per foot run. 


Ww 
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ZINC FRETS AND FRIEZES. 


No. 34D. 5d. per foot run Nov 98D!) aad! per foot rane 


eo 


we, 
) 


oe, 


2 


“wv, 
C) 
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ZINC WEATHER VANES. 


Height. Prices each. 
& s. d 
3 feet 0) inches 1 1 0 
3 feet 6 inches | 1 5 0 
| 4 feet - 0 inches tof i 6 
| 5 feet 0) inches | 2 2 0 | 
| 
= 2! =: 
EXTRAS. 
Full Bodied Fox... sw 87/6 Facrorme re opie oe ae 
mee deeiGock.-ty. et set font |S 5]> COCK NET ne eee Gi ae ASIC 
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en es 


=e 


HUNTSMAN. 36 inches long from, head to tail. | 


cock. 
, Price, £2 15 0 19 inches long from head to tail. 
; Price, £2 10 0 eas BCEAO! 
Copied from Photo at a small extra charge. Racers painted in own colors. Special Cock Vanes for Churches and large Buildings 
made in Copper. 


In Scarlet. 30 inches long. 


SPECIALLY PAINTED IN OIL COLOURS, WITH GILT LETTERS. 


POINTER. 
, | 29 inches long from head to tail. 
ee at a eer | 82 inches long from head to tail. a naler 
36 inches long from head to tail. ; 
Price, £3 3 0 
Price, £2 15 0 | Price, £2 15 O ue 


Sheep, Greyhound, Bull Dog and several other designs not illistrated. 
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SACK HOISTS. 


SACK HOIST. 
Without Brake. 


PICKERING’S QUICK CHAIN HOISTS. 
Specially Designed for Grocers, Bakers. Millers, Brewers, Maltsters, Wine and Spirit 
Merchants, Corn, Flour and Provision Merchants, and Retail Traders, and for Stores 
and Warehouses of all kinds. 


Pickering’s Patent Hoists as illustrated by the annexed engravings, are the Original Chain 
Hoists as first introduced 


Since their introduction upwards of 40,000 have been made and sold. 


It will be seen that the Hoists are of the simplest construction, having two wheels of 
different: diameter connected together, the smaller one carrying the lift-chain, and the larger one the 
endless hand chain, by this arrangement great power is obtained. 


‘The difference in size of the wheels is in all cases as great as can be had compatible with quick 
working. 


The quantity of work done in a given time by these hoists, as compared with the old method, is 
nearly doubled ; because the empty chain descends simultaneously with the raising of the load. 
Ly y 1s 


The size in greatest demand is No. 2, to lift 5 ewt. We recommend this size in preference to the 
2} ewt, The trifling extra cost is well repaid by the ease gained in lifting, as the power is increased 
one-fourth. 


To facilitate repairs, the wheels are made separately, so that the Lift Wheel can be replaced at 
a moderate cost. See prices below. 


The underneath table of prices for complete Hoists, with Chains, contains the most usual lengths 
supplied. Each additional foot of height requires 3 feet of chain. ‘The price of chain per foot is given 
in the table, so that the exact cost of extra length can easily be obtained. 


In ordering endless hand chains, shorter than the lift chains, for working from overhead floors, please 
note that r chains double, i.e, we would describe a hand chain 
“10 ft. endless,” hen the hand and lift chains are one length, it is only 

‘ary to state the height from the suspending hook to the ground, 


The lift chains supplied with rings or hooks, or both if desired, 


As a guide in judging the power and speed of these hoists the No. 2 size requires a pull of 40 Ibs. to 
lift 200 Ibs. and one man can lift this load at a speed of 40 feet per minute. 


SACK HOIST. 


With Ordinary Brake. 
Class A. 


Price of Lift SRICES OF TORAH INGE Cone re 
Paice oF Hoists. | or Hand Chains : PRICES OF EEN ND CHAINS, COMPLET 


| Price of New 
Lift Wheel 


. | 12K Lif. | 15h. Lit. | Ish. Lit, | 208. Life 


for repairs. 


2 


£ 
i 
2 
2 


“d. 
0 
0 
0 
6 
6 


Extra for Class A, Ordinary Brake, 10/- each Eatra for Class B, Lock Brake, 15)/- each. 


‘No. 4 is similar to the 10 ewt. size, but has a snatch block on the endless lift chai 
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BLOCKS AND CHAINS. 


PICKERING’S PATENT PULLEY BLOCKS. 
Usep py Everxeers, Muuwercnts, Bertupens, Contractors, Cort 
Ratnway Companies, Gas, Water anp Mixine Compant 


RY Owners, Home anp Fornicn Govers 

, oN Boarp Sream Surrs, &o., &e. 
THE CHIEF ADVANTAGES OF THESE BLOCKS ARE: 

Freedom from locking through the chains wedging when in use. 

Independent hauling and lift chains. ‘Che hand chains are strong but not clumsy to handle. 

‘The endless hand chain always remains one length and does not touch the ground. 

‘The first six sizes have two hooks, one on each end of the lift chain, 

‘The empty hook descends as the loaded hook ascend 

‘Time is saved by nearly one half as the empty hook has not to be lowered, 

The durability ix doubled, the wear being distributed on both sides of the working parts. 

‘They sustain the load automatically and never slip. 

They are easy to work, and not likely to gat out of order. 

They can be worked on the ground or 

The amount of load that can be safe 


stamped on every hook. 


Please note the Frames are forged from Best Quality Iron. 

The working mechanism of these Blocks is exceedingly simple, the only parts are the four wheels here illustrated and the necessary 
bolts, hooks, and side frames. ‘They are placed in position aud worked as follows:—On the endless chain wheel is an eccentric of 
which the pin 


m revolves between the fixed and lift wheels, the latter having one tooth more than the fixed wheel, consequently 
the pinion revolves by working the hand chain, the lift chain wheel must move one tooth in each revolution, and so raises the low, 


THE FIXED WHEEL IS MADE OF MALLEABLE CAST IRON. 
‘This engraving illustrates the interior of Pickering’s Pulley Blocks, 
GIFTING CHAIN FINION. FIXED WHEEL. ENDLESS CHAIN 


This illustrates Blocks 


This illustrates Blocks 
up to 2 Tons. 


from 8 to 10 Tons, 


; Pa Price of Chain OF BLOCKS AND CHAINS, COMPLETE FOR 
Lifting Power, Price:of Blocks. per foot lift. 8 ft. Lift Wk Lin, | WR Lin, 15 ft, Lift. 20 ft. Lit, — | 
s Tarn ® ds anneal iGo eae | MS a. a. at 
5 Owt. , oo a 1 9 14 0 alee at We (2 3 50 
iN) Wo 0 PW 10 U5) SS 15 0 8) eSu0 | 
Ta 1 10 0 oan 10 0 2 15 0 8 00 | 7 6 080) 
0m 5. 0 0 40 3 10 0 3B 16 0 50 4 14 0 5) 
SOR: 2 10 0 4 16 8 Ai 2 110 0 | 00 5 10 0 5 16 8 
40 4, Simo 4 6 8 4 18 4 5 0 0 10 0 6 00 GG 
3 Tons. i 0 6 iL i) 6 10 0 | 6 19 0 12-6 8 60 | 8 15 0 
48. 1G 0) i 6 7 6 0 ¢ mi 0 Ba 17 6 9 1 0 10 0 0 
Ee 7 OREO) 0 || 2 @ © 9 10 0 10 0 0 15 0 11 10 0 120510) 
Gog BEEONRO 0 19 0 0 10 10 0 TOMEO) 1s 0 12 10 0 130100 | 
Bae ys 10 0 0 0 2 8 0 18) (0/10) \e18) 1210 10 0 BS 16 0 0 
10 15 0 0 0 1s 12 0 19 10 0 | 20 8 0 15 0 232 «0 24 0 (0 
| 12s CeLOMEO. 120) 2 6 0 23°10 0 | 24 14 0 10 0 28 6 0 29 10 0 


Loads given above are Test Loads. To lift a given weight the next size larger should be used. 
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PULLEY BLOCKS. 
WESTON’S DIFFERENTIAL PULLEY BLOCKS. 
Blocks of four tons and upwards can be had with Spocket Wheels and Endless Hand Ropes, when preferred to Chain Wheels and Hand Chains, 


In the manufacture of these Pulley Blocks special attention has been given to making the Wheels with Large Nibs, in order to produce 
greater wearing surface for the Chains. 


Reduced Price List. 


] ae 
r | | Prices or BLocks AND Cuains Comp.ere, without Guides. 
[Price of Blocks) price of Blocks| Chain Chain y Sree | RES Fras | 
| ythent | with Guides, | per foot. | per Foot Lift.| With 80 feet | With 40 feet | With 80 fect | With 60 feet | 
aiid Chain. Chain. Chain, i 


Ran Swe HSy 
owen wox 
HSotares 


REEeocoo 


me Seas 


Seria ae 


The above lengths are what are usually sold. If more or less refer to price per foot. No Block sold with less 
Aachen than 80 feet of Chain, Allow 4 feet of Chain for each foot of Lift. 


WESTON'S PATENT GEARED DIFFERENTIAL PULLEY BLOCKS, With Chain Guides, 


] . a 5 OKs : 5 ri 
ie Saecuate bee PRICE OF BLOCKS AND CHAINS COMPLETE FOR 
Tested| Price of f : K 3 
al ae Chain, Chain, 
co} Blocks, 
| per foot. | per foot. | 5.ft, Lift. 


| | 
8-ft. Lift. 10-ft. Lift. | 12-ft. Lift. 16-ft. Lift. 20-ft. Lift. 


Grotn 


one mh, 


6 13 10 
8 8 4 
10 14 10 
141 8 
2112 8 


eNO Se 


| 
| 
| 
3 
H 
| 
| 


SeEax 


Loads given above are Test Loads. To lift a given weight the next size larger should be used. 
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SASH AND BLIND LINES. 


AUSTIN’S CELEBRATED SASH LINES. 


AUSTIN’S CELEBRATED BLIND LINES. 


Kew 

‘superfiue 

Fla Soa 
Tine 


ute 
Sash Line 


Extra 


The * Goliath” 
Plaited Sash Line 
(wire centre). 


| Brown Flax. 
| 


Per gros 


sd: 


| Per grins, | Her gross, | Ror gros 


ws a] s. 


Per gross. | Breaking 
| Sirin 


. d. ewts. 


1 


Per gross. 


ica 
iB 


n | 
| 


oe aks 


oe 


Oe o9 co RD RO mL 
<4 


PATENT THREAD LINES. 


THE “ECLIPSE” 


Anchor Quality. 


PLAITED PICTURE LINE 


vhi (Wire Centre). 
White | spy-plue, (Wire Centre), 
W. Brown, Bas i 
Green and | Buff and Made in all Colours. 
Crimson. | Yellow. 


Per gross. | Per gross. . | Per gross. | 
Ey 

"d. 6 

10 | 

1 | 8 

10 |) 


per cent, 


per cent. 


percent, | pet cent, | percent, | ner cen 


| ner cont ver cont 


| 


PATENT GLACIE 
LINES. 


Anchor Quality. 


All Colours. 


Weight, | Per grc 


PATENT SUPER THREAD | y T BEST 
| THREAD LINES. 
elie Quality. | Anchor Qualit 


White, 
Brown | W.B.Green| 
Flax. and | 

crimson. 


Sky Blue, 
Buff and | 
Yellow. | 
| | | 
Per gross. | Per gross. |{Per gross. |_| Per gross. | Per gross. 
leeks 

10 


AVORROHOAE 
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COCOA MATS 
SSS | 


COCOA MATS. (Prices per dozen). 


ORDINARY STOCK SIZES. SLIPS. 


= = 
1 2 3 4x | 2x 8x 4x | Out Sizes 
QUALITIES. | | per 
Inches by inck vs 2844) 27x16 30 x 27x42 | 30x12 | 32x12 34x14 z 


Skeleton He A., 1 in. thick 
or B., 14 in, thick 
| Sinnet. (Super, } in. thick 


/ Special Medium, about 1} in. thick 100/- 
Coir Yarn, | Medium (best), ., 14 118/6 
Diamond ) Double M (special), about 
Backs. 
102'6 


“ Medium a eae | 4 9/3 | 61/6 | 74/6 
Printed J ycuble A : mag /3 | 85/6 [1026 


Designs) Doubles ee ois). nlasle liso joy fina 


263 /- 


Imperial {Best Fibre, Plain 
'310/— 


Racket ere | ani cuaiicy 


Plain or 
Special B. C, (Brown Centre, Med. Pile) 
pcalloned nd Quality ( ,, 4, High Pile) 
(Steril Le ©: (Light Contre, Med. Pe) 


Borders, 3 
lany Colour, § 1st Quality (_ ,, » High Pile) 


Wool 
Borders, ; nd Quality (Brown Centre, High Pile) 


Fancy Ist Quality (Light Centre, ie ane | 
Designs. 
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METALLIC DOOR MATS. 


<= 
SS 


Galvanized Metallic Door Mats. 


(8 
Ke 
ah 


,’ 


SPSS TSS 


4 
fs 
« 
Ki) 
i 


if 
j 


it can be readily swept away. 


PRICES. 
No. 1.—Very Strong, Made of 3 in, Hoop. 4 in. deep. 
24 14 inches s4 ta zs £0 12 O each 42 x 18 inches sts i ee os £1 6 
27 x 16 OMAGO} ay. EB GU BET 5 a fos F a 4 13 
30 x 16 ORGS Ge.. FRY SRI og ah aks 
36 x 20 diaee 5 Goes AS iexce SOc meee se Boy tes 2 #0 


154 X 103 


19% x 14} 


Other Sizes Made to Order. 


No. 2.—Similar Make to No. 1, but Lighter. 


| 
Seeds 


inches acs | tae OOS reach 28 x 14} inches ... 


o a 


wr £83 as eee oa aes re Ounres 36 x 18 


No other Sizes can be made in the Light Pattern. 
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‘This useful invention. as will be seen, resembles in appearance the Ordinary Tubular India-rubber 


Mat. It, however, possesses the advantages of greater solidity, durability, and strength, and is not liable 
to warp or lose its original shape, as is so frequently the case with Ivdia-rubber Mats. For placing on 
the threshold of Churches, Chapels, Hotels, Shops, Schools, Country Houses, Public and other Buildings, 


itis invaluable. The dirt removed from the boot falls into the cellular spaces, and on lifting the Mat 


WIRE MATS. 


GALVANIZED WIRE MATS. 


THE PATENT “ SPIRALIUM.” THE « CONVOLVULUS.” 


For Cleanliness and Durability, 


The “Conyolvulus” Mats consist of machine-made Spirals, convoluted 
The “ Spiralium” Mat made of Galvanized Wire, is superior in consequence together and fixed on an iron frame. It is made in three patterns. 
of the stiffening rods on which the wire is coiled. The Wire Spirals being 1. Original “ Conyolvulus."—With galvanized channel, iron frame, very strong 
closely woven together, greater cleaning efficiency is obtained. and durable, being thickly galvanized all over after made. ‘ 


All Mats are reversible, and being Galvanized after made, or made of Galvanized Steel Wires, cannot rust. Indispensable for Gardens, Halls, Public Buildings, 
Hotels, Waiting Rooms, Tramcars, Steamboats, Conservatories, Elevator Floors, and all other purposes. 


Prices and sizes are as below, though any size can be made when specially ordered. 
Spiralium and Conyolyulus. (Flat or Round Wire). 
Sizes 18x12 24x12 24x14 24x16 23x14 28x16 


Prices... 3. 43 49 53 56 63 


x 32 inches. 


ee 42/- 14- 18/6 each. | 


32% 18 36 x 24 42x 24 


GALVANIZED STRAIGHT ‘MAT. 


No. 4. 


x Ib inches ... 20 10 0 each. ar sd. : 
18 : o 110 , | i 15 x 12 inches 4% O each. 

x ze 2 2 e 2 ell Bix it 5 3 i 
es oi¢6 . | 30x14, 1 3.83 
24 0 18 6 , 33 «x 16 ie 9 6 » } 
et V2 @ a | Bb x 18, a, #2 0) 


— a 
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WOVEN WIRE MATS. 


CHEAP WOVEN WIRE MAT, CHEAP WOVEN WIRE MAT. 


Made of Galvanized Steel Wire, with Frame Japanned Black. Made of Galvanized Steel Wire, on Galvanized Iron Frame. 


No. 10,—Cheap Woven Wire Mat. 
No. 55.—Cheap Woven Wire Mat. 
20x12 24x14 28x16 30x18 33x18 36x21inches. | Sizes ., 24x14 28x16 30x18 33x18 36x21 39x21 42x24 inches. 


42-15 /- 18/- 24/-  24/- — 30/- per doz. | Prices... 2/8 3/- 3/6 a 5/- 6/- 1/- each. 


Carriage Paid on 2 dozen lots. Carriage Paid on 1 dozen lots. 
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WOVEN WIRE MATS. 


PATENT WIRE MAT. 
Made of Best Hard Drawn Steel Wire, Galvanized, on Strong 


Galyanized Iron Frame. 


No, 50. 


Depth, $ inch. 


No. 50.—Woven Wire Mat. 


Sizes .. 24x14 28x16 30x18 38x18 86x21 89x21 42x24 ins, 


Prices... 3/6 3/9 4/3  5/- 6/9 8/-  8/Qeach. 


Carriage Paid on 1 dozen lots. 
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PATENT LETTERED WIRE MAT. 


Made of Best Steel Wire, Galvanized. 


Any Name can be Inserted. 


No. 40,—Patent Lettered Wire Mat. 


Sizes ... 24x14 28x16 30x18 83x18 3621 89x21 42% 24 48x30 ins. 


Prices... 3/9 46 5- 6- 76 9- 10/6 15/9 each. 


Any Name inserted in large or small letters, Will never wear out. 


Lettering.—9d. per Letter extra. 


WOVEN WIRE MATS. 


“STANDARD” DUPLEX WIRE MAT. THE “PORTICO” DUPLEX WIRE MAT. 


No. 70. No. 75. 


Depth, 1 inch. Depth, # inch. 


etl not rust, and is unbreakable and undamageable under all circum- Madg’with Extra’ StrongeRielat Steel’ Frame: and (Hardl'steel 


It is made with an ingenious Duplex woven wire mesh of specially hard- 
drawn steel wire, galvanized, surrounded by a strong handsome frame, and is 
as flexible and pleasant to the foot as a rubber mat, and twice as durable. It 
is self-cleaning and reversible, and never becomes wet or dusty. The slightest 
rub will remove all mud, dirt, or snow from the feet. Sizes ... 24x14 28x16 30x18 33% 18 36x21 39x21 42x24 48 30 ins. 


Wire—for Hardest Wear. 


It is invaluable in every house and office, and is specially suitable for 
shops, hotels, and all public buildings where a downright serviceable, good- 
looking mat is required. 


Prices... 6/- 7/- 8/8 9/6 11/6 13/6 159 18/6cach. 
Other Sizes, 2/6 per square foot. _Trregular Shapes, 3/9 per square foot. 
No. 70,—Patent Duplex Wire Mat. | Any Guape Made. 
24x14 28x16 30x18 36x21 42x24 40x30 inches. 


6- 1/- 83 11/6 15/6 17/9 each. 


Lettering.—9d, per Letter extra, 


; Carriage Paid on 1 dozen lots. 
Carriage Paid on 1 dozen lots. 
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176 CAST PIPE AND FITTINGS. 


No. 10. Soil Pipe. No. 11. Single Branch. No. 13. Bend. No. 14, Bend. 


No. 15. Swanneck. 


Swanneck, 


Union Socket. Square Elbow. Square Elbow, with 


Soot Door. 
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Obtuse Elbow with 
Soot Door. 


No. 17. 
Diminishing Piece. 


=a 


CAST PIPE AND FITTINGS. 


BLACK AND GALVANIZED CAST PIPE AND FITTINGS. 


Zins. dia, |) 24 ins. dia. || 3 ins. dia, || 84 ins. dia. 4 ins. dia. 4} ins, dia. |) 8 ins dia, 6 ins. dia, 


Description. 


Black. | Galvd. | Black. | Galvd, || Black. | Galvd. | Black. | Galvd. Black. | Galyd. || Black, | Galvd. |} Black, | Galvd. 
| 


. . djs. djs. djs d 
Rain Water Pipe, 6 ft. ... 4 9 5 5 QEEioys2 4 


» » short lengths | 2 2 np F 3 P ; A 
4 


Heads, Flat or Angle 
Shoes... oon 5 8 | 2 : 4 
Boots 15 in. long ... 
Elbows, Square or Obtuse... 
Swannecks in. proj. 

44 in.& 6 in... 

Qin. 

12 in. 

15 in. 

18 in. 


21 in. 


24 an. .:. 
30 in... 
Plinth Bends, 2} in. & 3 in. 


Branch Pieces, Single 


” » Double 
Tee Pieces 


Union Socket 
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JUNCTIONS, BENDS, &c. 


4 in, Heavy Soil Pipe. 
B.—These Sockets are 5 


A.—These Sockets are 44 in, inside, to take either 4 in. Rain Water Pipe, or 


in, inside, to take Earthenware Trap. 


No. 2.—P. JUNCTION, 


36 in. |Projection 


Black 
Galvd. ... 


6/6 917 0 ) 
9 fll 912 3418 3 14 3]16 Ofi7 3 


7 918 0} 9 3 ]10 0] 


each 


No. 3.—BEND. 
With 54 in. Socket and 4 in. Spigot. 


5€ in. 


s. d. 
Black ... cat see 5 0 each. 
Galvanized ave sep 2) fi) 


No. 6.—SANITARY BRANCH. 
Both Sockets take 4 in. R. W. Pipe. 


| s. d. s. d. 
4x6 in. Black 8 6  Galvd. 7 0 each 
4x12, 6 yes 
4x18, » 10 0 fp cele GN 
4x 24,, yy eG 25m0 es: 


No. 4.—BEND. 


With 5 in, Socket and 4 in. Spigot. 


Sy (ly 


Black ... oe ae 6 0 each. 


Galvanized... feed 20) 


No. 5.—SHORT PIECE. 
With 5 in. Socket and 4 in. Spigot. 


Sade 
Black on 
Galvanized xe S56 6 0 


v3 0 each, 


No. 7, BRASS SOCKET. 


For connecting Earthenware Trap to 
Lead Soil Pipe. 


Ss. ds 
4in, 5 6 0 each, 


No. 8.—BRASS THIMBLE. 


For connecting Lead Soil Pipe to Iron 
Soil Pipe. 


4 in, 
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HEAVY SOIL PIPES AND FITTINGS. 


HEAVY SOIL PIPES AND FITTINGS, L.C.C. WEIGHT. 


2 in. dia, 2h in. dia. 3 ins. dia. 3} in. dia. 4 in. dia, 


Galva. Black. | Galva. Black Galva. k. | Galva. | 


10, —Gft. lengths... iow eae: ey a Ravel Mine Ona (ee 2/2) 100), Gaeanes 5 10 | per yard. 
Band 4 ft. 

11,—Single Branch 

12.—Double _,, 


Square Bend ... 


14.—Obtuse _,, 
15,—Swanneck 3 in, pro. ... 
6 in. 


Yin. 


12 in, 


16.—Loose Socket... 


No. 12.—Heavy Soil Pipe, ;4; inch thic 
5 inches. 4 inches. 

Bingley eee Mae 1d. 2s, 8d. per yard. 

Galvanized 


No. 20.--Large Socket R.W. Pipes— 
Black _ 
Galvanized... oe 


Connections for No. 12 and 20 Soil Pipes, Prices same as above Heavy Connections. 


Soil Pipes, 3 and 4 ft. lengths, 4d. per yard extra, 


Coated with Dr. Angus Smith's Solution, 1O per cent. extra. 


From the collections of Sydney Living Museums / Historic Houses Trust of NSW 


CAST GUTTERS. 


CAST HALF-ROUND GUTTERS AND FITTINGS. 


Gutters 6 ft. Lengths 


» 


Ononnnan we 


per yard. 
Short Lengths 


Angles each. 


Nozzles ” 


Tee Pieces ... 
End Pieces ... 
Union Clips ... 


BRD OCOCON OF 


Stopends and Drops 
Brackets* 


cooFReRRH DRE 


coco o OOF Ky 
eoooo OOF Ka 
coo ORRR A HY 
ecoooORRE HE HY 


BLACK CAST 0. G. GUTTERS AND FITTINGS. 


6 ins. 


Gutters, 6 ft. lengths 
Short Lengths 


Angles 

Nozzles 

End Pieces 

Union Clips ... 
Stopends and Drops 


aoood 
BOO TAP 


HOOm Mr OF 
» 
° 


iS) 
a 


Brackets 


coo ORRH RY 
@©N20000 Ae 
ecoooRRH HY 
eoocorR HK RY 
coo oOrRe HE HY 
COOFR KAD DY 


i) 


a 
oe 
a 
oe 
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MANHOLE COVERS. 


IMPROVED AIR-TIGHT INSPECTION OR MANHOLE COVERS. IMPROVED AIR TIGHT INSPECTION OR MANHOLE COVERS. 


For Grease or Sand Joint, For Grease or Sand Joints, with Hinges and Lock. 


Prices. Prices. 


Sizes Inside. : Galvanized. Sizes Inside. } Galvanized. 


to 
th 


ba 


Rok ahaxnwod 


xXKXKXXXXX 
wrwHHoooooS 
aeocencocon & 


PRUNE EE EHO 
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TUBES AND FITTINGS. 


TUBES AND FITTINGS FOR GAS, WATER, AND STEAM. 


So 
= 
Cy 
2 
3 
= 
= 
= 
2 
3 
a 
2 
3 
= 
= 
e 
# 
5 
= 


‘aug oysoddo 9as saoig ys] 104 


0 to 33 


f& PARALLEL CIRCULAR 


;__. CONDENSING ?0OR HEATING COIL. RECTANGLE COIL. 
In Ordering Show Plainly how Ends are to be Finished. 


Coils of all descriptions and sizes made to order. Prices on application. 
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Nominal Internal Diam. in Inches. 4&} 


0. Tubes. 
1. Tubes, 2 ft. long and over __ per ft. 
234 in. long each 


4, Long Screws, 
5. Do. do. 3toll 
25, Barrel Nipples 


Springs, not socketed ,, 


e 


4/9 | 
15/6 || 2 
10/9 
17 


|| 28/6 | 32/6 
|) 21/9 | 25/3 
| 31/6 35/6 


Sanaa 


Fittings. 
10, 11, Socket or Pipe Union each | 2 
12. Elbows, square. ee 
13. Do. round 
14, Tees ... 
. Crosses 
16. Sockets, plain ate 
V7. Do. diminished 
| 18. Flanges 
19. Caps... 
| 20. Plugs 
| 21. Backauts 
| 22. Nipples 
\ 


24, Union Bends e 
25, Main Cocks ... ¢ 


Fee Piel | 
26. Do. with Brass Plugs, | 
27. Round Way Cocks rea 160/- 
28. Do. with Brass Plugs ,, |480/- 
29. Cock Spanners, wrought ... 5 14/- | 
30. Do. Malleable Cast ,, 14 | 
31. Syphon Boxes, 1 quart ++» eles | 
32 Do. Qquatts «. 38/6 | 42/6 : 
38. Do. Bquarts +. 45 | | 5 | 43/6 | 47/6 6i/6 
34, Do. Aquarts ... » 39/- [84/6 | 40/2 | 41/3 | 42/6 | 46/6 | 49/6 | 53/6 | 6 67/6 | 

NOTES. 


Tubes, Screwed and Socketed, supplied in random or exact lengths from 2 to 12 
feet, and all exact lengths over 12 feet are charged 24 per cent. less gruss discount. 

Tubes not Screwed or Socketed, supplied in random lengths of any lengths are 
charged at the eutrent discount, with an extra allowance of 24 per cent. off the nett. 

Frubes not Screwed or Socketed, cut to exact lengths of any length, are charged at 
the same discount as tubes screwed and socketed in random lengths. fe : 

Tubes Screwed and sent without sockets, are charged ai the current discount, with 
an extra allowance of 1} per cent, off the nett Vr 

Tubes and Fittings, coated inside and outside with Dr. Angus Smith’s solution, are 
ebarged at 2) per cent. less gross discount, 


ised 1st September, 1907, cancelling all other Lists. 


i Tubes and Fittings painted red will be charged at Steam Discounts. 
| Tubes and Fittings painted blue will be charged at Water Discounts. 


| ‘All Short Lengths, 4 inches to 2 feet whether random or exact, to be considered pieces, 
and sold at gross prices of pieces, less same discounts as Tubes of random lengths. 


‘Tubes of Intermediate Diameters arc charged at the list price of the next larger sizes. 
Springs, if Socketed, will be charged extra for the sockets at list prices. 
Orders not amounting to £2 nett value will be sent carriage forward. 


Screwed American Threads when required, at same rates. 
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ADJUSTABLE STOCKS AND DIES. 


No. 36a Lion Brand “Radium” Adjustable Stocks and Dies. 


WHITWORTH STANDARD THREAD. Each Set complete in Polished Case. 


These Stocks and Dies are of British Manufacture, and the material and workmanship are of the highest quality, as in our Screwing Tackle of other patterns. 
They are light and portable, the handles of the Stocks and Tap Wrenches, except in small sizes, are detachable, and when taken to pieces will conveniently go 
into a very small space. 

The Dies are of first-grade quality of Steel, and machine made throughout. They are adjustable for wear, and, from the illustration of the Die and Guide, 
the method of adjustment will be understood. 

The Taps are of the best Steel, and are accurate to Whitworth Standard Gauges. They are supplied with four flutes. 

The Stocks and Dies screw at once over, and give perfect threads at one cut with a minimum of labour. By using the face side of the Die, threads can be 
cut up to a shoulder. Each Set is put up in a neat wooden case. 


n Price, with Taper 

i : Price, with ‘Paper 

Prive, with Taper | 7h d adiusta and | Length of 
‘Taps. Pong end Adauable al Stock, 


Inches, 
10 
10 


"2 Stocks 


OOIIO TO AAKONWNNE 


1 
z, 
4 in 2 Stock: 


PE ee pe tt come 
MOIITOMOT AN IO WR? 

SCOOMOOSCORCORCOAD 

SOASCOAAHROMOCCOOHROM | 


Reeisapcwncoycat ey 
Fe aes st echaerccho caren 


Opeth oo 


oot ee atch pe 


prohesy 


i chrhaceheboola etl 


press 


& 4% 4 in 2 Stocks 


STOCKS AND DIES. 
BRIGHT SCREW STOCKS AND DIES, FOR SCREWING IRON GAS TUBE. 


No. 34, 


With Taper ana rth Tap With Taper | 
ar Fepe fet 


*To Serew 4 


“To Screw § To Serew 14 only ToSerew 1gonly...  .- | 
Bal 24 Pe eae | 


* bl @ 
peat 
ay tes 
1h only 
yu. 
Uy iy 

i NS oe yy 

» 1248 16 1413 

* Can be fitted to a Stock taking all if 


CORARARAANY 


HACABAANDNE 


siretsneette & sence 
QOONN=A@NNNE 
an00900000% 
NOTAORAONNE 
2090000000 
ONAN OTANO OA. 
AHIAOMHADO” 
e0a0900000% | 


®HHODAADOWO 


5 
iz 
3 
ro) 
6 
2 
9 
oO 
° 
9 
7 


With Taper and 


With Taper andi] Without 
Plug Pape Plog tape | “noe 


To Screw To Screw 1 


& 
BS 
Ae 


TUoTOCORARAROANHO 
b 
a 


aan 


TNOBMOHOMONGNOMHA 


ee 
rerererercy 


° 


tenets eateries 


NOMATAROOTAAATAON 


©0000000000000000 


SOOHMADOIDANDAOM 
e000000000000R00m 


ODOONON=ANNADDAAON 
©00m00000000000000 
PRONNNASNe5544805 
ORARARADNAO SOOO 


reer 


ae 


| Oraavannannansaaal 
| aMOMMMOMOOBOD000000 
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STOCKS, DIES, AND TUBE CUTTERS. 


GAS FITTERS STOCKS AND DIES For Screwing Brass or Copper Tube, 


[ii 


hau) 


With Taper and Plug Taps to each size. 


NNR RRR REDD 


iw 


For } Iron and } § Copper Tube 


L 
rs 


RNR OORRORY 


7 


SCMAROCOAMAAMD=! 


No. 62. 1-Wheel. 


Size No, 1. To cut } in. to1 in. 
1 2 


2 
Pte eel te ie ITER 
3 eh Pee eetyens ary 


No. 63. 


Size No. 1. To cut } in. to 1 
a 2 2 


1 
t 
4 an ; 
Hebe a sp hee he ory ELT es 


d. 
9 each. 


TUBE CUTTER. No. 64a. 
3-Wheel. 


Size No. 1. To cut } in. to 1 in. 
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WRENCHES AND CUTTERS. 


GAS PIPE WRENCHES. 
(Self-adjusting.) 
No. 37. 


No. 97. CHAIN PIPE WRENCHES. 


No. 65. 
PIPE CUTTER. 


FOR CAST-IRON 
MAINS. 


NNRROCOOS 
in 
@ 
ecoc0000Oom 


Ww ith! Flat \w Ae ‘able Flatink | Cable 
Chain. | Chain. 


| aa 


54/2 | 54/2 


To cut 2 to 4 inches, inside measure 


g 
6. 
Bt 


ExTRa Parts. 


Jaws. 


Each. |Per pair. 
2/1) 4/2 
3/2| 7/2 
4/2 44/6 

16/8 

19/10 

jaaja4 

31/3 

66/8 


10/5 
16/8 


Tn ordering, please state which Chain is to be-supplied. 
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PLIERS, BRACES, VICES, &c. 


ELECTRICIAN BLACK PLIERS. COMBINED BLACK PLIERS. ELECTRICIAN PLIERS. 
ONE WIRE CUTTER, FLAT NOSE. TWO WIRE CUTTERS AND GAS HOLE. WITH INSULATED HANDLES. BEST QUALITY. 
| No. 205, 


7 Sinchs Siz 8 inch. Size: 6 8 in. 
13/- 14/3 16. 18/6 20/9 24/3 doz. 23/9 doz. 38/9 48/6 doz. 


a ee ennil. : 2a : 
BRIGHT BURNER PLIERS. 2 Holes. GAS PLIERS, 2 Holes. GAS TONGS. 


No. 58. 


PER Dozen, 

9 i Si i 1 a 
Baye perder, 9 11 12 14 inch, Ree eee Ay 2 ae ba 6108/8 
25), 21/- 25/- 28/6 31/6 36/6 41/6 53/6 per doz. 39/- 43/6 54/€ 68/6 3 5 108/- 117/= 


GAS TAPS FOR IRON. (Taper or Plug). No. 68a. 


TUBE VICES. | 
mes No. 50. ——— TUBE VICE. 


To hold. Price. poe. > 
—Jinch to 1} inch ... 12/9 : : 7 : ; Malleable Iron. 


16)/- 
25/- 
33/- 


No. 68a. 
No. Tohold Price. 
1—}tolin, 8/6 


r 
ay 
cr 
1 
t 


| No. 68b.—Closed Jaws at same 
Prices. 
1 If ig” sag 2 ins. 


Eeieiee Prices 5/6 76 9/6 44) 418)/-cach. 
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BURNER TAPS, COACH WRENCHES, 


| FOUR-LEG BURNER TAP. 


BURNER TAPS. No. 55a. 


No, 54, 


With Handles. 


| With g in, Die, Reamer, Turnscrew, 
ao ypertioces | in. Taper Brass Tap, and | 
Burner ‘Tap. 


710/- per dozen. 


AND SPANNERS. 


BURNER TAPS. DOUBLE COACH ,WRENCH. 


No. 55b. No. 3, 


Size ... 6 7 


No. 20. 


@ in. Brass Tap, $ in. Brass Price ... 5/8 5/6 5/9 


Screw Plate and Turnscrew. | Size... 13 14 


oon Price ... 8/6  10/- 


WROUGHT STEEL DOUBLE-ENDED SPANNERS. 


No. 89a. 


Approx’ate Length 6} 


a 
oe 


Size of Nut dey xi 


ee 
years 1S 8 


ug 


gx? 


Price, Unfinished 4/3  5/- 5/6 7/3 8/- 39 11/3 17/3 24/2 27/3 37/- 56/9 68/- 83/- 


Price, Machined 


ened 

Do., Machined to 
size, Hardened& 
Polish’d onFlats | 


rosie Hat 69 7/9 883 10/3 14/- 11/9 14/3 19/6 24 30/- 39/3 57/6 69/3 85/3 


9/- 10/- 10/3 11/6 13/6 14/3 169 22/3 26/6 349459 649 76/6 92/9 


15 


14/9 


§xi 1x1,14x1} 14x13 {x14 14x18 


106)/- 
4110/3 


1419/- 


” 10 11 
6- 6/6 7/- 
16 W7 
13/3 15)- 


1439 164/6 


189 


12x25, 


489)- 
244/- 


doz. 


225/6 ., 
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190 PORTABLE AND BARGE PUMPS. 
SSS Ee | 


GALVANIZED LIQUID MANURE & BARGE PUMPS. | GALVANIZED MANURE PUMP ON TRIPOD STAND. 


These Pumps have a long stroke, and deliver a large supply with little 


expenditure of labour. 


‘They can be made any required length below Spout. 


Rivetted, 
Bins has 
2 5 
2 
2 
2 
3 


Braized. 


Baa 

in, Pump, 7 ft. under Spout — each 28 0 
34 * A a 214 0 
4 ” ” ” 32 0 
4, A Ss 0 
5 ” > 312 0 
6 " + ” 40 0 
- Pipes extra, exceeding the 7 ft. as follows :— 


Braized. Rivetted. 


For 3 in. Pump 
ah, 
eas, 
a 
Sa 


6 


‘The working barrel of this pump is made of Galvanized Wrought 
Iron. Both Valves are made to allow thick fluids to pass through, without 


4 : choking, It is fitted with a brass Union to attach India Rubber’ Suction 
PORTABLE {WROUGHT IRON PUMPS FOR CONTRACTORS Hose, which can be supplied to any required length at prices as under. 
AND BUILDERS. 
} : Prices. 

Braized. _Rivetted. ized. _Rivetted. 
fe Gh, BES ae ) sade 220s 
3 in. Pump, 7 ft. under Spout, with 8 ft. 3 mplete with Legs, 0. 

Sliding ‘Telescope : iB: 


Prices of Suction Hose with Spiral Wire Inside. 


in, 2s. 6d. per foot, For . per foot. 
n. 3s. Od. per foot, For . 3d. per foot. 


Including Wiring to Union and Strainer. 
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“PARAGON” COLONIAL LIFT PUMPS. 
“PARAGON” COTTAGE SUCTION PUMPS. 


These Pumps are fitted with our “ Paragon” 
Bucket, with Brass Valve Seating, Brass Tail 
Nut, and Cupped Bucket Leather. Fitted with Paragon Buckets with Brass 


The Tail-piece is fitted with a non-corrosive hf Valve Seating and Tail Nut. 

Valve Seating and Brass Union, which is supplied 

screwed for Iron, unless ordered otherwise. 

‘The Valves are so arranged that on raising | All’parts are made! to gauge and can be 
the Handle to the extent of its stroke the Barrel Hl} replaced. 
is emptied of water. F 


All parts are made to gauge and can be These Pumps are Anti-freezing. 
replaced. ‘ 


By raising the Handle to its full height the 
Valve is tilted, and the Barrel is emptied of 
No. 2.—Is arranged to be fixed by Lugs to Wall or Plank. | No. 16. water, 
No. 3.—Is arranged to be fixed by Bracketed Base to Wall or Plank. 


No. 16,—Has broad bolt-fastened Base. 
No. 18,—Has Lugs for fixing to Wall or Plank. 


Price List. 


J 2 3} | 3$ |dins, Price List. 
4 44 | 14 |2 ins. 


Diameter of Bore of Working Barrel | 
Diameter of Bore of Suction Pipe YS 4 
| | 

| 


4 ins, 


No. 2.—As Engraving & Description | 9/- |10/3 11/6 12/6,14/- | 16/6] 20/ Diameter of Bore of Suction Pipe... ©... in, | 4} ins. 


| | 
No. 1.—As Engraving & Description] 9/- jr 6 14/- | 16/6) Diameter of Bore of Working Barrel 
| 


| 

No. As Description “ s+. | 9/- |10/3! 11/6) 12/6)14/- | 16/6} 20/- 25/6 

| No. 16.—Iron 
Brass Bucket and Valve, extra... | 3/3 | 3/9 | 4 5/3 | 5/9 | 6/3 | 8/6 
No. 18.—Iron 
Copper or Brass Lining, extra... | 3/3 | 8/3 | 8/9 3/5 9] 6/3 | 7/3 
Brass Lined, extra 
Arranged for Hot Liquor, extra... | 4/3 | 4/9 | 8/3 5/9 | 6/6 | 7/-| 7/3 | 9/6 
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No. 70. No. 71. 


With Bolt Fastened Base. 


“PARAGON” YORK OR CISTERN LIFT PUMPS. 


Fitted with Copper Linings. 
The Tail-pieces are fitted with Iron Caps and Brass Union Tails which 
are screwed for iron unless ordered otherwise. 


By raising the Handle to the extent of its stroke, the Barrel is emptied 
of water. 


All parts are made to gauge and can be replaced, 

No. 70. —Is arranged with Base for bolting down 

No, 71.—With Lugs for fixing to Wall or Plank. 

No. 72.—Is arranged with Beer Machine Handle, and Bracketed Tail 


to bolt to Wall, allowing the Barrel to be removed without disconnecting 
the Piping. 


Price List. 


Diameter of Bore of Working Barrel ., a, see eee 34 /fins. 
Diameter of Bore of Suction Pipe wee owe 2 2 ins. 


No. 70.—As Engraving and Description ... 


No. 71.—As Engraving and Description... .... [25/- 80-85 /- 


No, 72.—As Engraving and Description .. soe [27/- [29/- 
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“PARAGON” STRONG PATTERN YARD SUCTION PUMP. 


Each Pump is fitted with our “ Paragon” Bucket and non-corrosive 
Valve Seat. 


The Suction Flange is arranged for Wrought or Cast Iron Piping 
It is usually supplied . under Spout, but when desired, can be 
supplied of increased height at extra charge as per List, 


Price List. 


Diameter of Bore of Working Bartel ... 
Diameter of Bore of Suction Pipe 
Approximate Capacity per Hour, Gallons 


No. 100 : was ‘ os it se. [44/- |48/- |54/ 


Exceeding 3 ft. under Spout, per foot 3/4] 8/8 | 4/- | 4/4 


Fitted with Brass Lining... ss 7/4 | 8/8 |1o)- [12/8 


ie 


erumechossaodcoccoce boned 


“PARAGON” PITCHER SPOUT LIFT PUMPS. 5 4 ae 
“PARAGON” CHAIN LIFT P 


Th Pp iall dapredhte Bo. ii fluid: m With Open, Semi-closed, and Closed Heads. 
ese Pumps are specially adapted for raising dirty fluids; all parts hate ae : 
being easily accessible for the removal of obstructions. They are therefore PL Resco Uns oe uC Dlles aes Ande. sono nl Se ics ee cre ac aa 
suitable for Tube Well and Farm Purposes. With a medium lift they will The Bases are in halves. By slackening the connecting bolts the Spou 
aise tore ater ih alqivenitimen ith steven peoweme onl ed Uhea tac may be raised or lowered to the height desired. 
i epipamplon ei cies y ‘The Pumps are strongly made and will stand rough usage. 

p of their class. The are strong! 1 igh us 

2 e ; eee te Their Capacity is fully equal to that of any other Chain Pump. 

No. 50 is fitted with our “Paragon” Bucket. The Tail-piece has a Noes dOhGestonenl cnt Nasa IRieseeimclbecdltop: 
non-corrosive Valve/Seat, and is\ fitted’ with! Brass Union, screwed) for | No. 142 has covered head to prevent splashing of the liquid outside the Pump. 
iron junlessicrdered otherwise: Nos. 140 and 141 can be arranged on tripod legs when desired at extra’price. 

No. 51 is similar in all respects to No. 4, but has a covered top. No. 142 can be supplied at extra charge with fast and loose pulleys for belt 
power. For medium lifts the fast pulley may be arranged to make 60 revolu- 
tions per minute, at which speed the quantities given in List would be doubled, 


: i Our “ Paragon” Chain Pumps are usually supplied 8 ft. from Spout to Base Plate, bat 
All Parts are made to gauge and can be replaced. when desired to deliver into Manure Carts this depth may be increased, but in No. 142 ad- 
ditional fall pipe is required for which an extra charge is made. 


Price List. 


By raising the Handle to the extent of its stroke, the Barrel is emptied 
of water. 


Diameter of Bore of Pipes ow Inches 3} 
Capacity at 80 revolntions. of Handle. per| 

TiNee creallons per hear} | 4215 | 1660 
Depth below Spout from whieh ft 

= raised by one man 


Price List. 


ji ] Depth below 
Diameter of Bore of Working Barrel... | 3 | a) | 4 | apins Taisedd by two men 
| 


Diameter of Bore of Suction Pipe .- 44 | 4¢ | 2 | 2ins. =—=> 
| ‘0, 440.—Open top pattern 
== - No. 444.—Semi-closed head pattern 


No. 50—As Engraving and Description... 10/9) 12/-|13/6 |14/9) 16/- No. 142.—Closed head pattern... 
| | EXTRAS. 
No. 5I—As Description . we see {10/9} 19/-[18/6 


14/9) 16/- Exceeding 12 ft. under Spout per foot 

z E se Ey alttas | ‘Additional Crank Hanidle = 
Fitted with Brass Lining . sss | 5/6 | 6/6 | 8/6 | 9/- | 10/- ‘Additional Fly Wheel and Handle _.. 
SpareChain per foot 
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Tue Arr Vrssers are 
Tue Draw-orr Cocks 
interchangeable, and will 
are interchangeable, and will 
fit any design of Warv’s 
fit any design of Warp’s 
Parent Dovusre ActiInG 
Parent Pumps. 
Pumps. 


a 
No. 290, 


WARD'S PATENT DOUBLE ACTING FORCE PUMPS. 


No. 290 is mounted on Strong Plank, and fitted with Patent Fulcrum and 
Guide Bracket and long Lever Handle. The Working Barrel is Brass. The 
Bucket Rod is Iron. The Suction and Delivery Counter Flanges are screwed 
female for Wrought Iron Tubing. 


A 24 inch No. 71 Pump will lift more water, to a greater beight in a given 
time and with a given power applied, than a 34 inch Single Action Pump. 


All Parts are to Gauge and can be Renewed. 


Price List. 


jameter of Bore of Working Barrel 
Diameter of Bore of Suction and Delivery Pipe 


No, 290—As Engraving and Description | 68/- 
If fitted with Brass Bucket Valves and 
Bucket Rod ... extra] 12/- 
| Cast Iron Draw-off Cock,with Brass Plug, ,, | 8/8 
| Cast Iron Air Vessel, with Dip Pipe |, 
Cast Iron Foot Valve and Strainer, screwed 
for Wrought Iron Tube 


No. 402. No. 404, 


WARDS’ PATENT DOUBLE ACTING FORCE PUMPS. 


No. 402. The Pump is similar to No. 290, but is actuated by Front 
Rotary Motion with Heavy Fly Wheel, Wrought Iron Connecting Rod with 
Gun Metal Ma Head, the whole being mounted on a Strong Plank. 

No. 404 is similar to No. 402, but has a Side Rotary Motion. 

‘The Draw-off Cocks are interchangeable, and will fit any design of Ward's 
Patent Pumps. 

sels are interchangeable, and will fit any design of Ward’s 


Price List. 


Diameter of Bore of Working Barrel oe 2 3 Bh ins. 
Diameter of Bore of Suction and Delivery Pipe uy Fins. 


No. 402—As Engraving and Description... 116/- | 150/- 
No, 404—As Engraving and Description... 126) | 460/- 
| If fitted with Brass Bucket Valves and | 

Bucket Rod... . extra | 42/- | 46/- | aay 
Interchangeable Draw-off Cock, with Brass 

Plug... extra| 8/8 | 10/- | 42/- 
CABIGH AI Vesel with Dip Pipe 8 | 407. | 49/ 
Cast Iron Foot Valve and Strainer, for 

Wrought Tron Tube... ... extra | 4/8) 6 | 7/6 
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BALL VALVES. 


THE “GLOBE” BALL VALVE. 


, n $ i in, 
Screwed Iron a ee Ape eis 289 55/6 65/- doz. 

Screwed Boss wd eosageaer 316 59/- 69/- 

Long-tail Backnut and Union... 82/- 39 70)- ‘Sayer 

Length of Stem z Py Ay 104 41 12 13} in. 

Copper Balls only ... 3 8/- 9/- 13/- 14/6 doz. 

Silent Tubes, extra... 3/8 46 8/- 83. . 


THE “NEW RIVER PATTERN” BALL VALVE. 
Stamped by the Metropolitan Water Co. 


§ 4 Ft 1 in 
Screwed Iron. Bee vice} 21(3) 68/- 445/- doz 
ry Screwed Boss aap AO} 49/- 74)- 420/- ,, 
Ee Long-tail Backnut and Union 7/- 60/- 92/- 138/- ,, 
Length of Stem oy ee dy 13 44} 16} in. 
Copper Balls only .. 13/6 14/9 24/- 25/- doz. 


THE “CROYDON” BALL VALVE. 
Price with Copper Ball. 


3 z 3 g 1 in. 

Screwed Iron. + 22/9 24/9 35/6 40/-  —70/- doz. 
Screwed Boss Se 24/9) 28 AO a5 77). 
Long-tail Backnut and Union ... 26/6 33/- 47/- 52/6 87/- ,, 
Diameter of Ball... a a 5 6 Tin. 
Copper Balls only . Be sy OIE 89 13/ 13/9 46/- doz. 

1} iy 2 24 3 in. 
Screwed Iron - 18/8 25/9 44/6 80/- — 120)- each. : 
Screwed Boss ... ... .., 20/- 28/9 46/- 87: 183/- , 
Long-tail Backnut and Union... 26/- 36/6 60/- 1413/- 170/- 
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INDIA RUBBER TUBI 


INDIA RUBBER GARDEN HOSE. 


This Hose is specially made for Garden and Horticultural purposes, 
and will be found strong and durable if used with ordinary care, it is made 
only in the following sizes :— 


Inside Diameter. 
1 ply, per foot 
2 ply zi 


3 ply 


ARMOURED GARDEN HOSE. 
Inside Diameter. 
2 ply, per foot 


Bply on 


INDIA RUBBER DELIVERY HOSE, COMBINED WITH CANVAS. 
TasidesDiamcter ane Se eo eI 1d) upp ae ue 2 in: 
2 ply, per foot ... -/6) -/7} -/8} 4/- 1/24 1/42 4/8 1/9 
Bply ve -/TP -/B4 -/10 4/44 4/4h 4/7 1/41 


ARMOURED DELIVERY HOSE. 
Inside Diameter. Oe St ah ae Oa 
2 ply, per foot .. -/8 -/9 -44 — — — — 
Sply .. 9} -/44 4/4 1/6 2/- 2/4 3/- 


VULCANIZED INDIA RUBBER AND CANVAS SUCTION HOSE. 
With Spiral Wire for Pumps, Locomotives, and Fire Engines. 
inside Diameter. 2 g 14 14 lf in. 
ply 9% 4d 4/9 2/- 28 
ply) see dae tye | 4/44 2/8 2/7 
By: aaa saya / 24 2/9 


Inside Diameter. 


ply 
3 ply 
ply 


VULCANIZED INDIA RUBBER AND CANVAS SUCTION HOSE. 


With Embedded Wire, Smooth Bore. 
Inside 
Diameter. $ 1 1 If 12 2 23 2 38 


2 ply... 1/412/8 3/5 4/2 4105/3 6/3 7/- 8/6 
Bply .. 2/4 2/44 3/9 4/6 5/3 5/9 6/9 7/6 9- 411/- 13/- 
4 ply .. 2/6 3/3 4/2 5- 5/9 6/4 7/3 8/3 9/9 412/- 44/- 


BRASS FITTINGS. 


Branch Cock, Rose and Jet 
Unions or Couplings 
Do. Royles pattern, for Taps 


Brass Spreaders 
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INDIA RUBBER GOODS, CEMENT, WOOLLEN FELTS. 


SQUEEGEES OR VULCANIZED RUBBER BROOMS. 
Size 12 re 16 1S ee 
Price 22/- 24- 26/6 29,6 33)/- 36/- 40/- per doz. 
Size 26 28 30 2 Bt 
48- 52/- 57/- 


Price 


62). 68/- 72/- per doz. 
With 4 ft. deal handles, 4/6 per dozen extra, 


\ 
With 4 ft. Ash Handles and Galvanized Stays, 24/- per dozen 
extra, 


INDIA RUBBER MATS FOR HOTELS, HALLS, CARRIAGES, 
BATHS, &c. 


Made in any size or thickness. 


Price—Grey, Plain or Fluted 2/9 per Ib. 


VAS 

Pe A 

LYALL AA 

No. 3—Plain or Fluted. 


No. 4—Plain Surface. No. 2—Plain Surface. 


Mats are made } in. thickness, unless ordered otherwise: in this thickness 

a square foot weighs about 2 Ibs; other thicknesses weigh in proportion. 

Names and Addresses, mottoes, letters, &c., inserted at 3d. additional for 

each letter. Backs are put on if required to prevent the dust going through. 

The ahove are some of the stock patterns; if s preference please give the 
number when order 


24 ins. wide. 


36 ins. wide. 


JOHNSON’S BEST LONDON PORTLAND CEMENT. 


In Casks of 400, 375, 350 Ibs., or in Bags. 


Delivered free at any Wharf in London by Barge, in quantities of not less 


than 30 tons. 


This Cement is superior to all others offered to the Public, and, from 
its general applicability and the numerous severe tests to which it has been 
subjected, it is confidently recommended in all important building operations 
where strength, durability, resistance to the atmosphere, and the action of sea 
and fresh water are required. Its power to resist compression and to bear 
strain—its hydraulic character, color, hardness, and non-liability to be affected 
by frost —render it peculiarly adapted to the Construction of Harbours, Docks, 
Piers, Foundations, External Walls, Floors of Houses, Mines, Facings, Agri- 
cultural Buildings, Sewers, Tanks, Reservoirs, Canal Walling, Breakwaters, 


Stuccoing, Arches, and for many other purposes. 


Prices on application. 


WOOLLEN FELTS. 
For Polishing Marble, Scouring, Pianoforte Makers, &c. 


In Sheets from 35 to 48 inches long, and 18 to 24 inches wide. 


Prices on application. 
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TUBE BRUSHES. 


‘BOILER TUBE BRUSHES. 


te — 


a 


Socket Handle for Brush. 


No. 4.—Spring Wire. 


| 

| 
ear | or 
Best Black Steel Wire » | 420.) 22 
Brass Wire ee | 16 0 | 46 
| Whalebone or Patent Cane .. 12 0 12 
| Bristle or Hair, Best Quality 14 0 14 
Do. Common Quality 40 0 | 10 
| Spring Wire oe eke cone nek a aw: | 24 

| Flat Steel Wire. will act as a Tube 

| Scraper and Brush 12 0 | 12 


(a aanaaa> 


in. Bin. | 3 in. | Bhi 
d. Eee (ibe || Martoust! Besos s 
o | 13 6 | 14 0 | 44 6 | 45 
o | 17 6 | 18 0 | 18 6 | 19 
0 | 13 6 | 44 0 | 44 6 | 15 
® | 16 IG @ |) 7G |) ste 
Om) 449 16s) S120 eat2e6iis 
0) |) a5, 6! | "26710; | 26.16: | aT 
0 | 18 6 | 14 0 | 14 6 | 15 


o oooocoo: 


A AHAADAS 


16 


o oooo0oO 


per doz. 


WROUGHT IRON 


Height. 


3 0 | 
| 4 0 

4 0 
| 20) 

4 0 

4 8 

A 4 

6 0 

6 8 

3 0 


Width, 


ieaiy Price each, | Price, 
oes Japanned, | Galvanized. 
Peis aad: TE Ge. ak 
1 0 Oo 9 6 013 0 
1 0 013 0 017 6 
1 0 016 6 a 2e 0) 
1 0 AO; CY 1G 
1 0 A SiG: oh ell 3 
il 0 aU sgfeo8) tiene 3 
1 0 4-14" 6 ean ie \ 8} 
ri 0 115 6 el ek (oy 
1 0 119 6 213 0 
1 u a O: ey ey Cy 


| 
| 
[= 
| 
| 


BOTTLE RACKS, Galvanized or Japanned Red or Black. 


Price, Japanned, | Price, Galvanized, | 
with Doors. 


with 


OO ON NAR 


Doors. 


COCOMOAMOO: 


© C1 BL 09 09 DO DO ADS, 


eoonooconcos 


LITOMASTIC ROOFING FELT. 


LITOMASTIC ROOFING FELT. 


It does not require annual tarring. 


THE ADVANTAGES It is pliable, easily handled and unrolled. 


It resists extreme heat and cold. 


CLAIMED : It is not affected by pressure. 


It does not absorb moisture. 


PRICES. 


No. 1 7/6 ) 

No. 2 6- I Per Roll of 15 superficial yards. 
No 3 . 49 J (45 ft. long, 36 in. wide.) 
No. 4 3/6 


Sasa WAae > Dp TIN (> 
INSTRUCTIONS FOR LAYING. 

The Felt may be laid fiom gable to gable, or eave to eave, taking care it be stretched tight and smooth over the wood sheeting. The 
: Sheets should overlap at least two inches, the laps being stuck together with Bitumen mastic, and then nailed with broad-headed nails placed 


about one inch apart, It is advisable to give the Felt a coating of Bitumen, put on hot, and then sanded: with dry clean sand. Gutters 
should receive two layers, and coat each layer with mastic. ‘This causes them to adhere and make a perfectly watertight job. All ends should 


be well tacked down to prevent wind getting underneath. 


LITOMASTIC DAMP COURSE. 


IN ROLLS 15 YARDS LONG AND ANY WIDTH. 
PRICES. 


Width. | 4} in. 9 in. | 14 in. 18 in. | 20 in, | 24 in. 27 in. | 36 in. 
| i= 7 aaa aR meee 
Medium - - | 4/5 2/10 44 58 63 | 1/6 8/6 | 11/3 
—— | ==. fee be e | Bins = ee 
Heavy aS 1'105 39 | 5/8 | 71/6 84 | 10/- 11/3 158 


in Casks and Boxes, 
Galvanized Nails for Roofing, 6d. per 1b. 


Bitumen Mastic for Laps and Joints, 45/- per cv 
4/8 per gallon, In Cas! 


Bitumen Coating for Roof Surta 
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ROOFING FELTS. 


CROGGON’S PATENT ASPHALTE ROOFING FELT. 
In Rots 25 YARDS LONG, 52 INCHES WIDE. 
Price One Penny per Square Foot. 

In FrAMEs oF Six Routs. 


Wuore Packaces CarrtaGe FREE TO ANY RAILWAY STATION. 

The Patent Asphalte Felt is perfectly impervious to Rain, Snow, and Frost, 
and a non-conductor of Heat, and has been proved by a long and extensive 
experience in all climates, to be superior to all other descriptions of Roofing, 
not only on account of its Elasticity, Lightness, Economy, and Durability, but 
also because it is a perfectly weather-tight covering, and can be laid on with 
facility by farm servants, or any unpractised persons. 


Of the many purposes tor which the Patent Asphalte Felt has been used 
the following may be mentioned : 

For Roofing Churches. Houses, Cottages, Verandahs, Farm Buildings, 
Cattle and Sheep Sheds, and every description of Building, in lieu of slates. 
tiles, thatch, &c.; and for lining Granaries and Stores (as rats or mice will not 
touch it), the inside and outside of Walls and Wooden Buildings and for pro- 
tecting Ceilings under Flooring from Wet and Damp, at the sume time 
deadening sound. 

For Covering Conservatories, and Garden Sheds and Frames, being (from 
its imperviousness to Frost) a protective material for Plants, Seeds, Flowers, 
&c.; for Thatching Corn and Hay Ricks, making a permanent covering for 
many years, and thereby effecting an annual saving of Straw. 

For Exportation to the Colonies, being, on account of its portability and 
cheapness indispensable to the Emigrant. 


The price of the telt is only One Penny per Square Foot, being 
considerably Less rHaNn Har THE Price or Staves, Tites, Tuarcn, &c. 
There is also a very great saving in the wood-work, as the felt from its 
lightness does not require half the weight of timber that Slates or Tiles do, 
nor does it require nearly so much fall or descent; and there is a further 
saving in the expenses of carriage and labour; in the latter particularly, as a 
moderate-sized house can be roofed in by the Felt in a few hours; nor is it 
like Slates, &c., liable to breakage. 

The felt can be manufactured of any required length, 82 inches wide. 


Directions for applying Croggon’s Patent Asphalte Felt. 

When the Felt is to be used for covering the Roors or DwELLinc 
Housks OR OTHER PERMANENT BUILDINGS, the rafters may be about 3 inches 
by 14, placed from 20 inches to 2 feet apart, and covered over with 4-inch 
boarding. A pitch of 3 or 3 inches in the foot will be sufficient. 

The Felt can be laid on from gable to gable, or across the roof from 
eaves to eaves. It is essential that it should be stretched tight and smooth— 
overlapping full one inch at the joinings, and closely nailed through the over- 
lap, with Fine clout nails heated in a shoyel, and thrown, when hot, into 
grease (to prevent rust), about 1} inches apart, but GatvanisepD [Ron Nats 
ARE PREFERABLE. 

The whole roof must have a good coating of Coat Tar anp Lime 
(about two gallons of the former to six pounds of the latter) well boiled 
together, kept constantly stirred while boiling, and pur ox HoT with a com- 
mon tar mop,and while it is hot some coarse sharp sand may be sifted over it. 
The coating must be renewed every fourth or fifth year, or more or less 
frequently according to the climate. he gutters should be made of two folds, 


one over the other, cemented together with the boiling mixture. 


For covering Sueps anv Temporary Execrions, the Felt may be used 
without boarding, on rafters not exceeding 3 inches by 1}, and placed ata 
distance of 30 inches apart ; in which case to prevent the Felt from bagging, 
it is necessary to have battens or slight rafters of about 2 inches by 1, inter- 
mediately between the stronger rafters. The felt must be laid on across the 
roof, overlapping full one inch at the joinings, and nailed through the overlap 
in the rafter, about the centre of it. When the Felt is thus laid on it is 
desirable that the roof should have a pitch or elevation of about four inches 
to the foot. 

Tt is particularly desired that no coating of tar or any other mixture be 
put on the boarding before the Felt is laid on; because if the Felt is made to 
adhere very closely to the boarding, it must expand or contract with the wood- 
work which would be prejudicial to it; but when it is laid on the bare boards, 
without any mixture underneath, experience has sat factorily proved that the 
Felt is not in any way injured by the expansion or contraction of the 
woodwork, 

In unrolling the Felt, the man should, as he proceeds in unfolding the 
piece, relieve the edges gently and patiently ; and when they are found sticky 
and adhesive, they should be separated with a knife rubbed over with grease 
Tf, from the coolness of the weather, or from its being long in the roll, the 
Felt should be found stiff and sticky, it should be placed for a short time 
before (but not too near) the fire, and there unrolled. 

Catriox.—Let the common coal tar be well boiled hefore the lime or chalk is put into it. 
so as to get rid of the spirit: let the eaves, gutters, and ridge of the roof be thoroughly well 

d. 
Se Note =the Pelt should reccives second anaithird dre 
which, every four or five years will be found sufficient. 

PAINT! Before Painting, the Felt requires a first preparation, which can be either a 
slight coat of lime whitening or a coat of clearcole, which is a mixture of parchment, size and 
whiting ; a slight coat only 1s necessary—the former for outdoor, and the latter for indoor work. 
Your first coat of Paint should be principally red lead, boiled oil, and plenty of driers, after 
which the paint will be found to take and dry effectively ; but we would note that for outdoor 
work the coating of tar, slaked lime, and sand, will be found the most economical and effective. 


sing the first and second year, after 
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PATENT ASPHALTE ROOFING FELT. 


Impervious to Rain, Snow, or Frost. 


Price 4d. per square foot, in rolls 25 yards long, 32 inches wide. 
4Or 8d. per lineal yard. 
(Each roll contains 200 feet super). 


We desire to draw our Customers’ attention to the fact that our Roofing 
Felt, as now manufactured, is superior to any other in the trade, being 
specially coated with an admixture of Bitumen, which does away with the 
expense of Varnishing for temporary buildings, and saves the latter to a great 
extent in permanent buildings. " 


Packep IN Frames or 6 Rotts. 


SARKING FELT. 


$d. per square foot, in rolls 25 yards long, 32 inches wide. 
Or 6d, per lineal yard. 


A cheaper article than Roofing Felt made of the same material, only 


thinner, and used principally for temporary buildings and lining under slates, 
iron, &¢. 


PackeD IN Frames oF 6 Rotts. 


INODOROUS FELT. 


For Lining Iron Buildings, Damp Wz 
foot, in rolls 25 yards long, 32 inches wide. 


. Roofs, &c. Best quality, 4d. per square 
Or 8d. per lineal yard. 


Second quality, $d. per square foot, or 6d. per lineal yard. 


Largely used by Shoemakers to prevent creaking boots, and being 
saturated with waterproof materials {ree from offensive smell, it has been found 
the cheapest and most effective way for repelling damp. 


PACKED IN FRAMES oF 6 Rotts. 


SHIPS’ SHEATHING FELT. 
Ensures strength and durability, it preserves the timber and caulking of 
Vessels, and prevents the ravages of the worm, 


Best Brown ... 
Best Black 


x 40 in. 
32% in. x 40 in, 


Gi. per sheet, 
5d. 


Packed in Frames of 250 Double Sheets, 32 ins. x 40 ins., or in Rolls 25 


wide. 
Best Brown 


5ld. per lineal yard. 
Best Black 


Adina as 


PackeD IN Frames or 10 RoLts, 


Wocd Sheathing, in rolls of,25 yards long, 32 ins 


wide, 10d. per lineal yard. 


NON-CONDUCTING DRY HAIR FELT. 


Jsed for covering Steam Pipes, &c., to prevent radiation of heat, effecting a 
saving in fuel of 25 per cent. Also used on Cold or Hot Water Pipes as 
protection against frost. 


No. 0—12 oz. per sheet ... 34 ins, x 20 ins., 6d. per sheet. 
7d. 


Nos. () ano 1 Pac 


2, 3, 4 AND 5 In FRAMEs OF 


PATENT DRY HAIR FELT. 
IN ROLLS. 
No. 1—In lengths of 20 yards and 


2 


inches wide, 


eS 


TARRED HAIR FELT. 
In Sheets, 34 x 20 inches, 9d. per sheet. 


Bituminous Hair Felt, in rolls, 25 yards long « 32 inches wide. 
Qd_ per lineal yard. 
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SILICATE COTTON AND HAIR FABRIC. 


SILICATE COTTON OR SLAG WOOL. 


VERY LIGHT. ONE TON CONTAINS ABOUT 2,000 SQUARE FEET, 1 INCH THICK. 
SOUND PROOF. FIRE PROOF. FROST PROOF. VERMIN FROOF. 


It is a pure mineral fibre made from blast furnace slag, perfectly free from any organic matter, consequently cannot harbour animal life, hence its: great utility 
in buildings and other structures where freedom from filth is desirable. It prevents the spread of fire, and as a non-conductor of sound it has no equal. It can be 
applied in several ways for building purposes or covering pipes, boilers, &c. 


Price. Sandwiched between Wire Netting in Slabs. | inch thick ... 8d. per sq. foot. 
Loose, in 4-Cwt. Bags o Ss ; .. 10)- per cwt. For floors roofs and partitions as above, also for hot or cold 


For pogging floors or roofs, lining. partitions, round fre) ae 444, per Sst eras ace 
places, in hot or cold water pipe casing and baths. | ad. Combined with Plaster for Ceilings, &c.... as. vee at 8d. per 
1 inch thick, approximate. if PEREDO Lon In Slabs, 3’ 0", 3’ 3°, 3 6”, 3 9", and 4’ 0" long. 2 6” wide. j square foot. 


CANVAS BACK HAIR FELT. For Steam and Water Pipes. 


No experience required to fix. Extremely Cheap. Most Effective. 


WRK 


SQN CRG GK 
SQ GG 
SAS = 


For winding round pipes with one Edge. With two Edges for nailing, 
STOCK SIZE AND PRICE. 
4 inches wide x 24 feet long 3 c 1 4- per roll (equal to 8 square feet.) 
Other sizes made to order at proportionate price. 


Thickness of Felt about } inch. Waterproof Canvas Back Felt also kept in stock. The width given is that of the felt exclusive of the Selvages. 


CAN EXECUTE ALL ORDERS ON RECHIPT. 
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FOUNDATION FELT SLABS, 
To prevent damp rising in walls or foundations. Superior to any other 
manufactured, being specialy coated with Bitumen. 
ins. » ve Sd. each. 
32 ins. x 27 ins. 
32 ins. x 30 ins, 
32 ins. x 36 ins. 


CROGGON & CO.’S FELT VARNISH. 
Which supersedes the use of Coal Tar, Lime, Sand, &c. 
Price, only 4/- per Gallon. 
(One Gallon will cover Forty-Eight square feet of Felt.) 
Specially prepared for Coating Felt Roofs. 
It is also equally well adapted for Painting all kinds of external Wood 
and Ironwork, such as Railway Bridges, Gates, Pailings, Spouting, Ships 
Bottoms, Boats, &c. 


For all these purposes it will be found invaluable on account of the 
following properties : 
It dries quickly without blistering, 
Does not Run or Gutter in the Warmest Weather. 
And remains a bright black glossy surface. 


Directions for Use. 
Which must be carefully attended to. 
The Felt must be THoroucuty Dry before the Varnish is applied. 


Being of the consistence of Tallow, it requires to be cut into thin 
slices, and Grapuatty softened by the application of a GENTLE heat, until 
sufficiently soft to allow of being applied by a stiff brush. Ir usr Nor ne 
Bottep. 


Begin to use it when the lumps are only half melted. 


For all the purposes to which common Putty is adapted it may be used 
cold and spread by a knife. 


To Householders and Farmers it is most useful for filling holes and 
crevices against Rats, Mice, and other vermin. 


To be had in large or small quantities; with Brushes specially adapted 
for the purpose, at low prices. 


ROOFING FELT NAILS. 


Galvanized. 
4/4 per 1,000, 2 inch. 
2/- 4, 1,000, 1 


1,000 nails sufficient for each 25 yards of Felt, 


VARNISH BRUSHES. 
1/6 each. 


Long Handle 


Short, pte ce) a Se a ae 


BLACK AND BROWN MINERAL PAINT, 
Rich Cotors, AND REapy For Use. 
Largely used for outside Iron and Woodwork. 


Brown in 5 Gallons, including Iron Keg 3/- per gallon, 
Black : % . - ; er nee 


Kegs not returnable. 


This Paint from its adhesive and preservative properties, combined with 
its beauty, durability, and lowness of price, will be found of peculiar advantage 
for painting outside Buildings, Iron Work, Boats, Ships, etc. 


IMPERIAL BLACK VARNISH. 
Used instead of Black Lead for Stoves, Fenders, Kitchen Ranges, etc. 


One third the price of Paint! Dries in Quarter the time! 
Is Blacker, Brighter, and more Durable. 


SOLD WHOLESALE AND FOR EXPORTATION. 
In Barrels containing ce 455 = 12 33 34 & 35 Galls. 
32/- 94/- 95/- 96/- 


(Barrels included). 
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ASPHALTE. 


CROGGON & CO”’S ASPHALTE FOR FLOORING. 


A LIST OF PURPOSES TO WHICH ASPHALTE HAS BEEN SUCCESSFULLY APPLIED :— 


Foot Payements. Court Yards. Farriers’ Shops. Cowsheds. 

Kitchen Floors. | Garden Walks. Warehouse Floors, for Corn, | Prison Cells. 

Pantry ditto. Harness Rooms. Cotton Hops, Wool, Seed, Cooperages. 

Laundry ditto. Piggeries. and other Floors of a like | Engineers’ Workshops. 
Asylum ditto. Granaries. kind. Railway Platforms. 
Barn ditto. Wash-house Floors Carriage Drives, under Gate Dens for Animals. 
Conservatory ditto. Poultry Houses. ways, and approaches to | Slaughter Houses. 


Coal and Coke Stores Wine Bin Floors. Mansions. Railway and Suspension Bridges 
Engine Rooms. School Room Floors. Stabling and Coach-houses, Tun Room Floors. 
Carpenters’ Shops. Barrack Floors. Public Footways. &e., &., &. 


Covering of Roofs and Damp Walls, Lining of Baths, Covering of Railway and other Arches, to prevent the percolation of 
Damp or Wet. 


DIRECTIONS FOR USE OF ASPHALTE. ‘ 


Break the Blocks of Asphalte into about a dozen pieces, and place them in a cauldron over a strong fire. A little cold pitch or dead oil will be of 
great assistance in bringing down the first cauldron, which should not be allowed to become quite empty whilst the work is proceeding. 


When the Asphalte begins to melt, keep it stirred until it is all dissolved. 


If it is to be used for covering arches or footings of walls, it may be applied as soon as melted, by spreading it while hot to the thickness of half 
or three-quarters of an inch. 


If to be used for floors, dry sharp sand may be mixed with the Asphalte, when melted, in the proportion of Six HUNDRED WEIGHT or ASPHALTE, 
to ONE BusuEL or Sanp; and when thoroughly mixed applied to the floor, spread with a common plasterers’ float to the required thickness. 


One ton of Asphalte, if laid on concrete that is smooth and level, will cover about twenty-three square yards one inch in thickness. 


We will let on hire cauldrons and tools to those customers who wish to use the Asphalte themselves, at a charge of One Shilling and Sixpence per 
day ; cartage or railway charges extra. If required, an experienced person will attend to give one day’s personal instructions, wages and travelling 


expenses being paid by the Purchaser. 


We are prepared to contract for any quantity, laid complete. 
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Telephone: Telegrams: 
BANK 3446. ““GROGGON, LIVERPOOL.” 


CROGGON & CO. LTD. 


9 Redcross Street, LIVERPOOL. 


And at LONDON and GLASGOW. 


TS 


v 
firice List 


GALVANIZED RIVETTED TANKS 
CISTERNS and CYLINDERS. 


(STOC! 3IZES). 


A 


Prices for Special Sizes and Gauges 
on application. 
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1/4 Plate 
Gallons 16 G. : 14 G. 12 G, 18: Plate 3/16 Plate _and Lup 


20 | 46/- | 50/- | 57/6 | 63/6 | 90/- 
25 | 51/- | 54/6 | 65/- | 72/6 | 100/- 


30 | 55/6 | 62/6 | 70/- | 80/- | 112/6) ¢ § 
40 | 65/6'| 70/- | 80/- | 92/6 | 125/- og 
50 | 75/- | 80/- | 92/6 | 107/6| 142/6| » 
60 90/- | 105/-| 120/-| 160/6| 8 2 
70 132/6 | 180/- | ‘= & 
80 142/6 | 195/- | & & 
90 157/6 | 210/- 

100 165/- | 230/- 


Galvanized Rivetted Open Top Cisterns. 


3/16 Plate 
Gallons 18 G. 16 G. 14G, 122G: 18Plate and up 


20 27/3 | 33/9 | 38/6 | 44/6 | 536 


295 | 29/6 | 36/6 | 43/- | 52/6] 59/- | 
80 | 33/6 | 40/- | 47/6) 55/6 | 64/6| § 
40 39/6 | 46/3 | 55/- | 65/- | 75/- | 35 
50 | 42/6 | 52/- | 60/6 | 70/6 | 84/6] ‘fs 
60 | 50/- | 57/6| 67/3 | 77/6| 92/. | & 
70 | 53/- | 61/- | 73/6 | 83/6 | 102/6] 
80 | 57/9 | 67/3 | 81/- | 92/6 | 111/9| @& 
100 | 65/6 | 74/6 | 90/- | 102/6| 124/- | < 
125 87/6 | 100/- | 117/6 ee 

150 98/9 | 113/6| 130/- | 154/9 5 
175 112/6 | 128/6 | 145/6 | 173/6 

200 125/- | 137/6 | 157/- | 192/6| 
250 145/- | 157/6 | 185/6 | 220/- | 
300 163/6 | 178/9 210/- | 247/6| = 
400 222/6 | 255/- | 303/6| 
500 295/- | 337/6 


Galvanized Rivetted Hot Water [ Galvanized Rivetted Hot Water Tanks. | anks. 
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Galvanized Rivetted H. W. Cylinders. 


Gallons Size 16 G. 14 G. 12G. 1/8 Plate 3/16 Plate 


20 |30x 15) 52/6 | 57/6 | 66/- | 72/6| 97/6 
21 |33x15| 55/- | 61/- | 72/- | 78/- | 110/- 
23 |36x 15) 57/6 | 63/- | 76/- | 82/- | 114/6 
25 |39x 15| 59/6 | 67/6 | 82/- | 87/6 | 125/- 
28 42x15) 63/- | 69/6 | 86/- | 91/6 | 129/6 
28 30x18 63/- | 69/6 | 86/- | 91/6 | 129/6 
31 |33x18| 65/6 | 75/6 | 87/6 | 93/6 | 133/6 
34 |36x18| 67/- | 78/3 | 89/6 | 97/6 | 137/6 
37 |39x 18) 69/6 | 81/- | 92/- | 101/6| 149/- 
40 |42x18) 72/- | 84/- | 95/6 | 105/6| 147/6 
40 |36x20 73/6 | 85/- | 97/9 | 107/9| 151/6 
42 |45x18| 75/6 | 87/6 | 100/- | 110/6 | 155/6 
45 39x20, 77/6 | 91/- | 103/9| 114/- | 165/- 


48 |42x 20 97/6 | 112/6 | 123/6 | 172/6 
52 /45x 20 101/- | 120/- | 130/- | 180/- 
56 /48x 20 105/6 | 127/6 | 136/- | 188/6 
60 [51 x 20 115/- | 134/6 | 144/6 | 197/6 
65 |48 x22 125/- | 141/6 | 152/6 | 215/- 
75 |48x24 140/- | 160/- | 177/6 | 242/- 
80 51x24 185/- | 250/- 
90 [58x 24 200/- | 267/6 
100 [64x24 297/6 | 300/- 


I 
ey 


Above prices include the usual flanges. 


Extras—Manhole 1/8th plate and lighter, 7/6 each. 
IR. Ring, 1/6 each. 
Extras—Manhole 3/16th plate and lighter, 11/- each. 
I.R. Ring, 1/6 each. 
NS 
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Steel Roofs and Buildings 
Roofing Felts 
Corrugated Sheets 
Working up Sheets 
Galvanized Hollowware 


Zinc (perforated and plain) 


Wire Netting 
Fencing Wire 
Wire Nails 
Hoops 
Ventilators 
Piping, etc. 


MR al i rr errr ae tT 
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TELEPHONE 5446 BANK, Telegraphic Address : “ CROGGON,”’ Liverpool. 


CROGGON & CO. LTD. 
Be Redcross_ Street, LIVERPOOL. 


’ 
63+ 


PRICE LIST. 


GALVANIZED BUCKETS. 
10" Kiy 12° 13” 14” 


$2/34-Ibs. Seamed ... 31/6 33/6 35/— 38/6 43/6 per doz. 
36/38-Ibs. wg, 89/5. 84/56 85/60) B0ye, 44/2 
42/44-lbs. 36/- 37/6 38/6 48/- 46/6 1 
48-lbs. Rivetted Sides, 

Forged Ears o. — 48/6 50/- 55/- 58/3 " 
60-Ibs. Rivetted Sides, > 

Forged Fars... — 58/6 55/8 60/6 68/- u 


72-lbs. Rivetted Sides, 

Forged Ears, Line 

Loop os _ — 60/- 67/6 71/- " 
84-Ibs. Rivetted Sides. 

Forged Ears, H.R, 

Bandiat Pop) =. — — 67/6 70/- 13/6 " 


GALVANIZED BATHS. 
16u 18” 20" 22" 24” 26" 28" 30” 


26G., Plain...  .. 33/- 42/- 50/6 60/6 70/6 81/6 94/6 110/- per doz. 
26 G., Hooped ... 88/3 48/6 58/6 69/6 80/- 98/6 107/- 122/- 1 
24G, Plain... ... 86/6 46/6 55/3 65/- 77/6 88/6 102/6 118/ 
24 G., Hooped . 42/-° 52/- 62/6 78/- 86/6 98/6 115/- 130/- 


GALVANIZED WATERLOOS. 
14” 15” 16” ye 18” 


96G. .. sv 48/3 -52/- 56/6 62/6 69/— per doz. 
QA G. vc oe es 58/2 560/98 05/6 7078 77, ws 
GG cs is gs 8 A/S aEO/=- 78/20 | SOV. 87/6) = wan 


“aa 5/6 per doz. less, 
"GALVANIZED CHAMBER PAILS. 


0 1 2 3 4 
MAG ne ue one 60/9 65/- 78/— | 80/— 87/6 per doz, 
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|’ of % GALVANIZED BOILER FILLERS, 
Quarts ... a ogee ce! 6 8 10 12 4 16 
6i/- 67/- 78/8 82/- 90/- 100/- 110/- per doz. 


GALVANIZED WATERING CANS. 
Gallons 0 coped i 2 24 3 3h 4 
67/6 73/- 81/6 90/- 98/- 110/- 120/— per doz. 
Copper Roses 1/— per doz. extra. 


WELSH WATER JUGS. 
Gallons ex ae lh 14 2 24 3 
Hooped Bottom -. BI 55/- 58/- 67/- 75/— per doz. 
OVAL BOILERS AND COVERS. 
Gallons See hy AS 3 8h 4 AL 5 5} 6 
70/6 76/- 80/- 85/- 89/- 92/6 98/6 110/~ per doz. 


TURNIP SKEPS (Round or Oval). 
131g Came 20m? aero oben 237s 2Ae 


ANG ve a «+ 62/6 67/6 74/- 77/6 82/6 87/6 95/6 per doz. 
De Gre ra Hs -. 69/6 76/6 82/3 86/8 91/9 98/9 107/6 " 
“LYNN ’’ OR “‘ NORFOLK * SKEPS, 
Bushels oe ve $ 1 1} 
24G. ... dd +» 78/- 84/6 91/6 1418/6 per doz. 
Oe (Ce awa e +. 87/6 96/— 103/- — 1382/6 " 
Plates under Handles ... 7/6 per doz. extra. 
Bound under Wire... 41/6 " n 
Strapped to Wire ah, ey " " 
GALVANIZED SEED HOPPERS. 
22" 24" 26” 
10/9 11/9 12/6 each. 
GALVANIZED E.C. PAILS, 
Ran Gee ess! ea, LAY xb Siicalaa” 90/6 per doz. 
Da Ge fa ss oon aot, LEI ine 97/6 " 


GALVANIZED ‘‘DO-ALL’’ MOP BUCKETS, 


87/6 per doz. Mops ... 22/6 per doz. 
GALVANIZED DUST BINS AND COVERS, 
Size" 14x 16" 15” x 18” 16” x 20" 7 tice ON 18” x 24” 1972308 
10/6 11/3 12/3 13/9 15/6 i8/- 
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